
PUBLISHED BY AUTHORITY 


SIMLA, SATURDAY, JANUARY 28, 1961 (MACH 8, 1882) 

Separate paging is given to this Fart In order that it may be filed as a separate compilation 


PART III-SECTION 1 

Notifications issued by the High Courts, the Comptroller and Auditor 
General, the Union Public Service Commission, the Indian 
Government Railways and by Attached and Subordinate 
Offices of the Government of India 


UNION PUBLIC SERVICE COMMISSION 

NOTIFICATION 

New Delhi 11, the 17 th January 1961 

No. F.2/3/6*-Ests(A)— Shri A. Lakshmayya, a permanent 
Grade IV officer of the Central Secretariat Service and 
officiating in the grade of Section Officer, relinquished 
charge of the office of Section Officer, Union Public Ser- 
vice Commission, with effect from the fornoon of the 17th 
January 1961 on transfer to the Directorate of Marketing 
and Inspection, Nagpur. 

E. N. RAMAMURTI 
Under Secretary ( Admn ) 
Union Public Service Commission 


) PRINTING AND STATIONERY DEPARTMENT 

NOTIFICATION 

New Delhi 1, the 26 th October 1960 

No. 15/2/6#-A(I) — Shri D. R. Sonalkar, Medical Officer, 
Govt, of India Press, Nasik, has been granted terminal 
leave for 37 days from 8th August 1960 to 13th Septem- 
ber 1960. 

(ii) The Chief Controller of Printing and Stationery 
hereby appoints Shri Jatindra Mohan Mandal as Medical 
Officer, Govt, of India Press, Nasik, in a temporary capa- 
city with effect from 8th August 1960 until further orders. 

/ V, S. VAID 

Deputy Controller ( Admn .) 


MINISTRY OF HOME AFFAIRS 
Intelligence Bureau 

NOTIFICATIONS 

New Delhi 11, the 12 th January 1961 

No. 3/Leave-Person/58(28) — On the expiry of his leave, 
Shri B, Chatterjee, I. P„ resumed charge of the post of 
the Deputy Director, Intelligence Bureau, Headquarters, 
New Delhi with effect from the forenoon of the 9th Jan- 
uary 1961. 

2. Shri B. Chatterjee, I. P,, Deputy Director, Intelligence 
"ureau, HQ, New Delhi, has been permitted to suffix the 
8th January 1961 being Sunday. 

The 13 th January 1961 

No. 8/SIB-CI/60(70) — Shri B, Prasad relinquished charge 
jf the post of Deputy Central Intelligence Officer, Patna, 
n the Subsidiary Intelligence Bureau, Lucknow on the 
ffternoon of 16th December 1960 and assumed charge of 
he post of Deputy Central Intelligence Officer, Ranchi, in 
he Subsidiary Intelligence Bureau, Lucknow, on the fore- 
■ oon of 26th December 1960. 

J808GI 


Shri Ganesh Singh relinquished charge of the post of 
Deputy Central Intelligence Officer, Ranchi, in the Subsi- 
diary Intelligence Bureau, Lucknow on forenoon of 26th 
December 1960. 

No. 7/Est/57(161) — The Director, Intelligence Bureau, 
hereby appoints Shri B. V. V. S. Murty, a temporary 
Assistant Central Intelligence Officer (Gr.l) in the Bureau, 
to the post of Assistant Technical Officer in the Intelligence 
Bureau, New Delhi, in a temporary capacity, with effect 
from the 27th December 1960 (forenoon) until further 
orders. Shri B. V. V. S. Murty assumed charge of the poat 
from the same time and date. 

The 19th January 1961 

No. 16/Est(SB)/59(21) — On the expiry of his leave, Shri 
P. L. Kalia resumed charge of the post of the Section Offi- 
cer, Grade III, Office of the Subsidiary Intelligence Bureau, 
Amritsar with effect from the forenoon of the 19th Decem- 
ber I960. 

n 

Shri P. L. Kalia, Section Officer, Grade in has been 
permitted to suffix the 18th December 1960 being Sunday. 

N. K. RAY 

for Director 


Secretariat Training School 

New Delhi 1, the 16th January 1961 

No. 19/53/59-STS — On the completion of their training 
in the Secretariat Training School, the following Section 
Officers (Probationers) relinquished charge of their duties 
on the dates shown against each and were posted to the 
Ministries, as indicated below: — 


>s. Wo. 

Nftin© of the Pro- 
bationer 

Ministry to which 
posted 

Date of relinquish 
merit of ohargo 

fl) 

Shri Y. Vlawanathan 

Finanoe (Deptt. of 
Economic Affairs) 

31-12-00 (F.W.) 

(2) 

Miss Pushpa Kumari 
Singh 

Commerce A Industry 

20-12-00 (A-N.) 

(3) 

Shri R. K. Ghosh 

Oommeroe A Industry 
(Doptt, of O.L.A.) 

Do. 


No, I(l)2/58-STS — On return from leave, Shri R, K. 
Behl resumed charge of the Office of Instructor (Grade I 
of the Central Secretariat Service) Secretariat Training 
School, New Delhi, on the forenoon of the 3rd January 
1961. 

No, l(l)4/58-STS — Shri S. K. Sanyab Instructor (Grade 
I of the Central Secretariat Service) Secretariat Training 
School, New Delhi, has been granted earned leave for 
30 days, with effect from the 20th December I960. 
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No. 10/Z9/60-STS — Shri Raj Kumar, Section Officer (Pro- 
bationer) Secretariat Training School, New Delhi, was 
granted earned leave for 14 days with effect from the 21st 
December 1960 to the 3rd January 1961. 

2. On the expiry of the leave, the services of Shri Raj 
Kumar, Section Officer (Probationer) were placed at the 
disposal of the Ministry of Defence, with effect from the 
forenoon of the 4th January 1961, 

M. N, WALWEKAR 
for Director 


Special Police Establishment 

New Delhi 3, the 16th January 1961 

No. 16/2(8)/59-Estt. — On the expiry of 15 days earned 
leave with effect from 5th December 1960 to 19th Decem- 
ber 1960 with permission to prefix Sunday 4th December 
1960 Shri Bishamber Singh resumed charge of the office of 
the Deputy Supdt. of Police. SPE, New Delhi on the fore- 
noon of 20th December 1960. 

The 17th January 1961 

No. 15/2(3)/60-Estt. — On the expiry of 15 days earned 
leave from 19th December 1960 to 2nd January 1961 with 
permission to prefix Sunday, the 18th December 1960, Shri 
Brijinder Singh resumed charge of the office of the Super- 
intendent of Police, Special Police Establishment. Ambala 
on the forenoon of 3rd January 1961. 

No. 15/2(5)/60-Estt. — Shri S. M. Sonar, Superintendent 
of Police in the Special Police Establishment Bombay is 
granted 4 months L. A P, with effect from 27th December 
1960. 

Shri S. M. Sonar will revert to his parent State viz. 
Maharashtra on expiry of leave. 

P. N. KALRA 

Administrative Officer 
for Inspector General of Police 

S.P.E. 


CORRIGENDUM 

New Delhi 11, the 18th January 1961 

No. 8/CIO/CI/56(65)— Reference Intelligence Bureau’s 
Notification No. 8/CIO/CI/56(65) dated the 26th December 
1960. 

2. Please read “14th December 1960 (forenoon)” in place 
of “14th November 1960 (forenoon)” occurring in the last 
line of the notiftcation. 

N. K. RAY 
Deputy Director 

MINISTRY OF REHABILITATION 
Office of the Chief Administrator 
(Dandakaranya Project) 
NOTIFICATIONS 

Koraput (Orissa), the 9th January 1961 

No. F.7(54)Admn(Ext)CA/60 — Shri R. L. Nashine Ad- 
ministrative Officer, Dandakaranya Project, Kondagaon 
North Zone, at Kondagaon assumed charge of the office of 
Administrative Officer, Narayanpur Zone at Bhanuprat- 
tapur on the afternoon of 6th June 1960, in add ; tion to his 
own duties. 

Shri R. L. Nashine relinquished charge of the Office of 
the Administrative Officer, Kondagaon North Zone, at 
Kondagaon on the afternoon of 22nd September I960. 

The 11th January 1961 

No. F.25(4)Admn(Ext)CA/60 — Consequent upon trans- 
fers and postings of Medical Officers under the Health 
Organisation of the Dandakaranya Project, the following 
changes have been effected : 

(a) Dr. H. Cbakraborty. M.B.B S., D.T.D. after being re- 
lieved of his duties from M. M. Unit No. TV, Bhanupratta- 
pur on 16th August 1960 (F.N.l took over charge of M. M. 
Unit No. VII at Koraput on 25th August 1960 (F.N.). On 
transfer from M. M. Unit No. VII to Mana Health Centre 
at Mana, Dr. H. Chakraborty relinquished charge of M. M 
Unit No. VII at K.o r aput on 31st August 1960 (A.N.) and 
assumed charge of Mana Health Centre at Mana on 5th 
September 1960 (A.N.) vice Dr. S. Chakraborty, M.B.B.S.. 
transferred. 
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(b) Dr. S, Chakraborty, M.B.B.S., after being relieved by 
Dr. H. Chakraborty, of his duties from Muna Health Centre 
at Mana on 5th September 1960 (A.N.) assumed charge of 
M. M. Unit No. V at Umerkote on 15th September 1960 
(F.N.) vice Dr. S. K. Roy, transferred. 

(c) Dr. S. K. Roy, after being relieved of his duties from 
M. M. Unit No. V at Umerkote on 15th September 1960 
(F.N.) resumed duty as Medical Officer on supernumerary 
duty in Boregaon Hospital at Borcgaon on 21st September 
1960 (F.N,). 

(d) Dr. Sankar Ghosh Dastidar, M.B.B.S., who assumed 
charge at Koraput on 16th September 1960, consequent upon 
fixation of his headquarters, assumed charge of M. M. Unit 
No. IV at Bhanuprattapur on 23rd September 1960 (A.N.) 
vice Dr. K. P. Chatterjee, transferred. 

(e) Dr. K. P. Chatterjee, M.B.B.S., after being relieved of 
his duties from M. M. Unit No IV at Bhanuprattapur on 
23rd September 1960 (A,N.) assumed charge of M. M. 
Unit No. VIT at Jeypore on 31st October 1960 (F.N,) vice 
Dr. Tarapada Banerjgc, transferred. 

(f) Dr. Tarapada Banerjec. B.Sc,, M.B.I.M.S. (Retired) 
after being relieved of his duties from M. M. Unit No. 
VII at Jeypore assumed charge of the office of the Central 
Medical Stores, at Koraput on 7th October 1960 (F.N.). 

S. S. P. RAU 
Director ( Administration ) 
for Chief Administrator 


Office of the Chief Settlement Commissioner 

New Delhi, the 13th January 1961 

No. 8/28,/AR(Per) CSC/60 — Shri Man Mohan Lai Bhatia, 
Assistant Settlement Officer under the Regional Settle- 
ment Commissioner, Lucknow' was granted earned leave 
for 44 days from the 18th November i960 to 31st December 
1960 with permission to suffix 1st January 1961 being 
Sunday. 

On expiry of leave, Shri Man Mohan Lai Bhatia resum- 
ed charge of his post at Lucknow on the forenoon of the 
2nd January 1961, 

No. 8/76/AR(Per)CSC/60— Shri Jagan Nath Prasad, 
Assistant Settlement Officer, under the Regional Settle- 
ment Commissioner, Lucknow was granted earned leave 
for 61 days from the 27th January 1959 to 28th March 1959 
with permission to prefix 25th and 26th January 1959 being 
holidays. 

He relinquished charge of his post at Bijnore on the 
afternoon of the 24th January 1959. 

The 16 th January 1961 

No. 8/11/ARG/CSC/60— Shri K. L. Anand Asstt. Settle- 
ment Officer under the Regional Settlement Commissioner, 
Indore was granted earned leave for 32 days from the 
21st November 1960 to 22nd December 1960 with permis- 
sion to prefix the 20th November 1960 being Sunday. 

On expiry of leave, Shri Anand resumed charge of his 
post at Indore on the forenoon of the 23rd December 1960. 

N. P. CHOPRA 
for Chief Settlement Commissioner 


New Delhi, the 17 th January 1961 

No. 16(1) /Admn/Int/59— Shri D. N. Segal, Assistant 
Settlement Officer in the office of the Chief Settlement 
Commissioner, is granted earned leave for 46 davs with 
effect from 19th December 1960 to 2nd Fabruary 1961 with 
permission to prefix Sunday the 18th December 1960. to 
the leave. 

J. S. BAJAJ 

Assistant Settlement Commissioner (A) 


MINISTRY OF DEFENCE 

Directorate General, Ordnance Factories 

NOTIFICATIONS 

Calcutta, the 13th January 1961 

No. 8,/60/El— Shri P. C. Ahluwalia, D.A.D.G.O.F.. wa: 
granted earned leave for 41 days, 7th November 1960. 

No. 9/61,/G— Shri V. Venkatarnman, Offg. A.W.M. (Permt. 
Foreman) was granted earned leave for 20 davs, 12th De 
cember 1960 with permission to prefix and affix Sunday 
11th December 1960 and 1st January 1961. 
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No. 10/61/G — Shri V. H. Dhopeshwarkar, Tempy. Labour 
Officer was granted earned leave for 5 days, 4th November 
1960. 

No. I1/61/G — -Shri Y. C. Subrahmanya, tempy. A.W.M., 
was granted earned leave for 1 day, 7th November 1960. 

The 14 th January 1961 

No. 12/61/G — Shri P. K. Nair, Permt, Labour Officer was 
granted earned leave for 27 days. 5th December 1960, with 
permission to prefix and affix Sundays, 4th December 1960 
and 1st January 1961. 

No. 13/61/G — Shri W. E, Elliot, Permt. A.W.M. was grant- 
ed privilege leave for 1 month and 24 days, 25th August 
1960. 

No. 14/60/El— Shri B. D. Jha, Offg. D.A.D.G.O.F. was 
granted earned leave for 20 days, 5th December 1960. 

No. 15/G0/E1 — Shri S. N. Sharda, O. S. was granted earned 
leave for 11 days, 5th December 1960. 

The 16t/i January 1961 

No. 16/61/G— Shri A. C. Soni, ofl'g. A.W.M., was granted 
earned leave for 6 days, 10th October 1960. 

No. 17/61/G — Shri A. C. Soni, offg. A.W.M., was granted 
earned leave for 4 days, 15th November 1960. 

M. M. THOMAS 

Deputy Director General, Ordnance Factories / Admin. 


Military Engineer Services 

Poona, the 10 th January 1961 

No. 27 — The undermentioned officers are granted leave: — 

MES/30587 SHRI B. R SIRSI, AEE Tempy., Supdt., Gde 
1. B/R Permt.. C.E.’s Office H. Q„ S.C., Poona, E/L, 45 
days, 21 Nov 60. 

MES/ 12327 SHRI J. SUBRAM ANI. EE Offg., Supdt B/R 
Gde 1, Permt, C.E’s Office, H. Q„ S.C., POONA, E/L, 13 
days, 19 Dec 60. 

K. P. K. NAIR 
CAO 

for Chief Engineer 


Meerut Cantt., the 13 th January 1961 

No. 21102 — The undermentioned are granted leave: — 
Corps of EME 

1. Shri PARTAP SINGH Temp Wksp Officer Class II 
31 days earned leave on average pay from 7 Dec 60 to 6 
Jan 61. 

2. Shri M. L. BEDI Temp Wksp Officer Class II 3 days 
earned leave on average pay from 26 Dec to 28 Dec 60. 

V. K. RAJU 
Col 

Commandant 


Allahabad, the 13th January 1961 

No. 21102 — The undermentioned officer is granted 
leave:— 

Corps of EME 

Shri SC TEWARI Permanent C.LO — 28 days commuted 
leave on full pay on medical certificate with effect from 
20 Nov 60. 

14 days earned leave on full pay with effect from 18 
Dec 60. 

A. K. BANERJEE 
W.O. 

for Officer Commanding 


Agra, the 12 th January 1961 

No. 21108 — The undermentioned officer is granted leave: — 
Corps of EME 

Shri DK NAYYAR. Quasi Permanent Workshop Officer 
Cl II 30 days earned leave with effect from 9 Jan 61. 

KN KOSHAL 

Lt. Col. 
Offg. Commandant 


Corps of Signals 

Mhow ( M.P ■), the 10 th January 1961 

No. 11460-Accts— Shri CHUNI BABU AGARWAL, Quasi- 
permanent Civilian Instructor, School of Signals, MHOW 
(MP), 32 days earned leave at substantive pay from 7 Dec 
60 to 7 Jan 61. 

ISS SURI 
Captain 

for Commandant School of Signals 


Jubbulpore, the 14th. January 1961 

No. HQ910K — The undermentioned officer is granted 

leave : — 

Shri CHANAN SINGH Permanent Civilian Gazetted 
O Ticer Signals Records, JUBBULPORE 16 days privilege 
leave from 13 Dec 60. 

PREM SINGH 
Colonel 

Commandant Signal Training Centre 


Army Ordnance Corps 

Poona 3, the 9th. January. 1961 

No. O617/HQ(OS) — The undermentioned officers are 
granted leave: — 

Shri S. V. Tambe, Permt. Civ. Labour Officer, Central 
AFV Depot Kirkee: 

Earned leave for 87 days 10th Oct 1960. 

Shri C. S. SANGAMESWARAN, quasi-permt. O.O. (Civ), 
Central AFV Depot KIRKEE : 

Earned leave for 13 days 7th Nov 1960. 

L. W. ARAJ 
Major AOC 
Offg. Chief Ordnance Officer 


Dehu Siding, the 6th January 1961 

No. 113/167/HQ — The following officer is granted leave: 

Shri RS SAXENA, temporary Ordnance Officer Civilian 
of CENTRAL ORDNANCE DEPOT DEHU SIDING 

Privileage leave for 30 days from 3rd Jan 1961, 

JAGAT SINGH 
OO Civ 
for Commandant 


Research and Development Organisation 

Kanpur, the 17 th January 1961 

No. G/4176/AD-9 — Shri S. Ramabhadran, Pmt. SSO Gde 
II, Defence Research Laboratory (Stores), Kanpur, 27 days 
EL, 4 Nov 60. 

Shri B. K. Choudhuri, Pmt. SSO Gde II, Defence Re- 
search Laboratory (Stores), Kanpur, 6 days EL, 24 Oct 
60. 

Shri D. M. Banerjee, Pmt. SSO Gde n, Defence Research 
Laboratory (Stores), Kanpur, 6 days EL, 24 Oct 60. 

Shri S. C. Chakravarti, Pmt. SSO Gde II, Defence Re- 
s?arch Laboratory (Stores), Kanpur, 4 days EL, 26 Oct 60. 

Shri S, L. Perti, Temp. JSO, Defence Research Labo- 
ratory (Stores), Kanpur, 6 days EL, 31 Oct 60. 

Shri C. N. Tewari, Pmt. SSO Gde I, Defence Research 
Laboratory (Stores), Kanpur, 1 day’s PL, 2 Nov 60. 

Shri G. C. Sen, Pmt. SSO Gde II, Defence Research 
Laboratory (Stores), Kanpur, 1 day’s EL, 2 Nov 60, 2 days 
EL, 9 Nov 60 and 1 day’s EL, 17 Nov 60. 

Shri TSA Padmanabhan, Temp. SSO Gde II, Defence 
Research Laboratory (Stores), Kanpur, 2 days EL, 21 Nov 
60 and 28 Nov 60, 

Shri A, G. Menon, Pmt. SSO Gde I, Defence Research 
Laboratory (Stores), Kanpur, 1 day’s EL, 22 Nov 60. 

J. J. BAGCHI 
for Director 
(on tour ) 
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E & D. ORGANISATION 
Defence Science Laboratory 

Delhi 6, the 17 th January 1961 

No. P/0M3/MIA —The undermentioned officer has been 

granted leave; — 

Dr. V. R. Thiruvenkatachar, Offg. Principal Scientific 
Officer 3 days earned leave 27th December 1960. 

No. P/0553/MIA — The undermentioned officer has been 
granted leave; — 

Shri M. S. Prakash Rao, temporary Junior Scientific 
Officer 67 days earned leave, 5th October 1960. 

DP NARANG 
Admn. Offr. 
for Director 


MINISTRY OF LABOUR AND EMPLOYMENT 
Labour Bureau 

NOTIFICATIONS 
Simla 4, the 18th January 1961 

No. 6A(92) /66/LB (A)—On expiry of earned leave grant* 
ed to him vide this office notification of even number 
dated the 26th December 1960, Shri Omkar Seth, officiat- 
ing Research Officer resumed charge of his duties in the 
Labour Bureau, Simla on the 9th January 1961 (Forenoon). 

A. M. LORENZO 
Director 


Office of the Coal Mines Welfare Commissioner, Dhanbad 

Jagjiwan Nagar, the 17 th January 1961 

No. E.5(76)60— On expiry of the leave granted to her 
vide this office notification of even number dated the 7th 
January 1961, Dr. (Mrs.) S. Bose, resumed her duty as Lady 
Doctor in the Central Hospital, Asansol on the 1st Jan- 
uary 1961 in the forenoon. 

No. E.5(12)60— Shri T. K. Moorjani, Assistant Engineer, 
Dhanbad under the Coal Mines Labour Welfare Fund was 
granted 11 (eleven) days earned leave with effect from 
21st November 1960. 

On expiry of the leave, Shri Moorjani resumed duty as 
Assistant Engineer, Dhanbad on 2nd December 1960 in the 
forenoon. 

K. BAG SINGH 
Coal Mines Welfare Commissioner 

Dhanbad 


Office of the Chief Labour Commissioner (Central) 

New Delhi the 18th. January 1961 

No. Adm.4(l)/61 — Shri K. Karunakar Rai, Labour Ins- 
pector (Central), (for Prosecution work) Dhanbad, was 
transferred with effect from the 5th January 1961 and 
posted in the same capacity to the Office of the Labour 
Inspector (Central), (for Prosecution work) Calcutta, with 
effect from the 13th January 1961, 

No. Adm.6(8)/60— Shri S. N. Srivastava, Labour Ins- 
pector (Central), Jharia East has been granted earned leave 
for 4 days, with effect from the 6th January 1961 to the 
18th February 1961 (both days inclusive) with permission 
to suffix the 19th February 1961, being Sunday thereto. 

The 19th January 1961 

No. Adm./47(1)/61 — Shri P. N. Razdan, Conciliation Offi- 
cer (C) (designated as Assistant Labour Commissioner (C), 
New Delhi) was granted earned leave for 9 days with effect 
from 19th December 1960 to the 27th December 1960 with 
permission to prefix the 18th December 1960 being Sunday 
thereto, 

On expiry of leave Shri P. N. Razdan resumed charge of 
the Office of the Assistant Labour Commissioner (C), New 
Delhi with effect from the forenoon of the 28th December 

I960. 

B. K, SAKSENA 
Assistant Labour Commissioner (C) 


MINISTRY OF COMMERCE AND INDUSTRY 
Office of the Textile Commissioner 

NOTIFICATIONS 
Bombay, the 12th January 1961 

No. l(l)/61-Contr«>L — In exercise of the powers conferr- 
ed by Section 3 read with Sub-Section (2) of Section 16 of 
the Essential Commodities Act, 1955 (10 of 1955), the 
Central Government hereby makes the following further 
amendment in the Cotton Textiles (Control) Order, 1948, 
namely ; — 

In the said Order sub-clause (1) of the Clause 21, item 
(iii) the following shall be substituted, namely: — 

(ii) three-quarter bales containing not less than 1050 
yards and not more than 1,200 yards; or 

W. R. NATU 

Textile Commissioner and Ex-Officio Joint 
Secretary to the Government of India 


Development Wing 

New Delhi 2, the 16 th January 1961 

No. 5 — Shri S. K. Sinha, Development Officer in the 
Development Wing of the Ministry of Commerce and In- 
dustry, New Delhi has been granted earned leave for 41 
days from 12th December 1960 to 21st January 1961 with 
permission to affix holidays on 10th and 11th December 
1960 and 22nd January 1961 to the leave. 

2. Development Wing Notification No. 155 dated 30th De- 
cember 1960 issued under File No. Dev/Estt-I/54(147) is 
hereby cancelled. 

No. 6 — On the expiry of leave Shri K. P. Mahmood re- 
sumed 1 duty as Assistant Development Officer (Grade II) 
in the Plywood Inspectorate of the Development Wing of 
the Ministry of Commerce and Industry, at Tinsukia, on 
the forenoon of 12th December 1960. 

The 18 th January 1961 

No. 7— Shri S. Majumdar, Deputy Development Officer 
in the Development Wing of the Ministry of Commerce and 
Industry, New Delhi has been granted earned leave for 
18 days from 18th January 1961 to 4th February 1961, with 
permission to suffix Sunday the 5th February 1961 to the 
leave. 

B. D. KALELKAR 
Senior Industrial Adviser ( Engg .) 


Office of the Development Commissioner 
(Small Scale Industries) 

New Delhi, the 17 th January 1961 

No. 34(35) /59- A.II/I— Shri C. P. Rao, Deputy Director 
at Small Industries Service Institute Hyderabad was grant- 
ed earned leave for 46 days and half pay leave for 15 days 
with effect from 6th September 1960 with permission to 
suffix Sunday the 6th November I960 and relinquished 
charge of the office of Dy. Director at Hyderabad on the 
afternoon of 5th September 1960. On the expiry of the 
leave, Shri C, P. Rao assumed charge of the office of 
Deputy Director in Small Industries Service Institute, 
Hyderabad on the forenoon of 7th November 1960. 

No. 34(201) /59- A.II/I— Shri S. N. Sarnia, Asstt. Director 
(Gr II) at Small Industries Service Institute, Madras was 
granted earned leave for 60 days with effect from 2nd Jan- 
uary 1961 and he relinquished charge of the office of Asstt. 
Director (Gr. II) at Small Industries Service Institute, 
Madras on the forenoon of 2nd January 1961. 

The 18 th January 1961 

No. 34(120) /59-A.n A— In partial modification of gazette 
notification of even number dated 19th September 1960, 
Shri B. S Venkata Rao, Assistant Director m the Small 
Industries Service Institute, Bombay was granted leave 
for 57 days with permission to prefix Second Saturday and 
Sunday on the 9th and 10th July I960 as under: — 

1. Earned leave for 27 days from 11th July 1960 to 6th 

August 1960. 

2. Commuted leave for 30 days from 7th August 1960 

to 5th September 1960, 

On return from leave Shri Rao assumed charge of the 
Office of Assistant Director, in Small Industries Service 
Institute, Bangalore on the forenoon of the 7th September 
1960. 
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No. 34(249) /59-A.H/I — Shri K. M. Dargar, Asstt. Director, 
Extension Centre, Aligarh under Small Industries Service 
Institute Kanpur was granted earned leave for 15 days 
with effect from 10th November 1960 to 24th November 
1960 (both days inclusive) to the leave. 

On return from leave Shri K. M. Dargar resumed charge 
of the post of Asstt. Director, Extension Centre, Aligarh 
on the forenoon of 25th November 1960. 

No. 34(250) /59-AJI/I— Shri M. Sahul Hameed, Asstt. 
Director in Small Industries Service [Institute, Madras 
was granted earned leave for 11 days with effect from 11th 
October 1960. 

On expiry of the leave, Shri Hameed resumed charge of 
the office of Asstt. Director in Small Industries Service 
Institute, Madras on the forenoon of 22nd October 1960. 

No. 34(153) /59-A.II/I — Shri R. L. Bawa, Asstt. Industrial 
Designer in the office of the Development Commissioner, 
Small Scale Industries was granted 34 days earned leave 
from 28th November 1960 to 31st December 1960 with 
permission to prefix and suffix Sunday falling on 27th 
November 1960 and 1st January 1961 respectively. 

On the expiry of leave Shri R. L. Bawa resumed charge 
of the office of Asstt. Industrial Designer in the office of 
the Development Commissioner, Small Scale Industries, 
New Delhi on 2nd January 1961 (Forenoon). 

The 19 th January 1961 

No. 26(l4)/58-A.I. — Shri S. Madhav Rao, Asstt. Director, 
Small Industries Service Institute, Bombav was granted 
earned leave for 24 days with effect from 15th December 
1960 to 7th January 1961 with permission to suffix Sunday 
the 8th January 1961 and relinquished charge of the post 
on the afternoon of 14th December 1960. 

2. On expiry of leave Shri S. Madhav Rao assumed charge 
of the post of Asstt. Director at Small Industries Service 
Institute, Bombay on the forenoon of 9th January 1961. 

K. S. SAXENA 
Asstt. Director (Admn.) 
for Development Commissioner 


Office of the Chief Controller of Imports and Exports 

New Delhi, the 18th. January 1961 

No. 6/621/6I/Admn(G)/243— The Chief Controller of 
Imports and Exports hereby appoints Shri N. L. Gandhi, 
officiating Statistical Investigator (Grade I) in this office 
as Research Officer in an officiating capacity with effect 
from the 5th January 1961 (afternoon), vice Shri D. N. 
Mallik granted leave. 

No. 7/l/54/Admn.(G)/249 — Shri D. N. Mallik, officiating 
Research Officer in this office has been granted earned 
leave for 69 days with effect from the afternoon of the 5th 
January 1961. 

A S. SETHI 

Dy. Chief Controller of Imports and Exports 
for Chief Controller of Imports and Exports 


Department of Commercial Intelligence and Statistics 

Calcutta, the 16 th January 1961 

No. Admn.l(4)60/281 — Shri A. K. Ray, officiating Re- 
search Officer of the Department of Commercial Intelligence 
and Statistics was granted an extension of earned leave 
for 7 days with effect from 6th January 1961, 

On the expiry of the leave, Shri Ray has resumed charge 
of the post of Research Officer with effect from 13th Jan- 
uary 1961 (forenoon). 

S. SUBRAMANIAN 
Director-General of 
Commercial Intelligence and Statistics 

DIRECTORATE GENERAL OF SUPPLIES AND DIS- 
POSALS 

NOTIFICATIONS 

New Delhi 1, the 16 th January 1961 

No. A-1/K336) — Shri N. Venkataraman, Assistant 
Director of Supplies, (Grade I), in the Directorate of 
Supplies and D ; sposals. Madras, was granted earned leave 
for 6 days from the 26th December 1960, to the 31st 
December 1960, with permission to prefix and suffix Sun- 
days on the 25th December 1960, and 1st January 1961 
respectively to the leave. 


nii! 


The 17 th January 1961 

No. A-6/247(290)/60— On transfer from Burnpur to 
Bhilai, Shri S. Sen Gupta, Assistant Inspecing Officer in 
the office of the Deputy Director of Inspection (Met.), 
Burnpur under the Director of Inspection (Met.), Tata- 
nagar relinquished charge of his post at Burnpur on the 
forenoon of the 21st December 1960, and assumed charge 
of the post of Assistant Inspecting Officer at Bhilai in 
the office of the Deputy Director of Inspection (Met.) 
Bhilai under the same Inspectorate on the forenoon of 
the 29th December 1960. 

No. A-6/ 247(295) /60 — The Director General of Sup- 
plies and Disposals hereby appoints Shri A. K. Mazum- 
dar, an Examiner of Stores in the office of the Director 
of Inspection (Met.), Tatanagar as an Assistant Inspect- 
ing Officer in the same office with effect from the fore- 
noon of the 5th January 1961, in an officiating capacity 
and until further orders. 

The 18 th January 1961 

No. A-6/81(19)/60/HI — Shri J. P. Sen, Assistant In- 
specting Officer (Met.), in the office of the Deputy 
Director of Inspection (Met.), Burnpur under the Directo- 
rate General of Supplies and Disposals relinquished 
charge of the post of Assistant Inspecting Officer (Met.) 
at Burnpur on the afternoon of the 1st November 1960, 
and assumed charge of the post of Assistant Inspecting 
Officer in the Inspection Cell in Japan under the same 
Directorate General on the afternoon of 4th November 
1960. 

No. A-6/247(115)/58 — On transfer from Tatanagar to 
Bauria, Shri P. C. Bose, Assistant Inspecting Officer, in 
the office of the Director of Inspection (Met.), Tatanagar 
relinquished charge of his post at Tatanagar on the 
afternoon of the 30th November 1960, and assumed 
charge of the post of Assistant Inspecting Officer at 
Bauria under the same Inspectorate on the forenoon of 
the 5th December 1960. 

No. A-l/l(387)— On return from leave, Shri P. K. 
Kutty resumed charge of his duties as Assistant Director 
of Supplies, (Grade I), in the Directorate General of Sup- 
plies and Disposals, New Delhi with effect from the 
16th January 1961. 

No. A-6/ 247(38) / 57 — On return from leave granted to 
him vide this Directorate General Notification No A-6/ 
247(38)/ 57 dated the 17th December 1960, Shri G. Saha- 
devan resumed charge of the post of officiating Assistant 
Inspecting Officer in the office of the Director of Inspec- 
tion, Calcutta on the forenoon of the 9th January 1961. 

The 19 th January 1961 

No. A-6/247(285)/60 — On transfer from Tatanagar to 
Burnpur, Shri R. M. Rudra, an Assistant Inspecting Officer 
in the Office of the Director of Inspection (Met), Tatanagar, 
relinquished charge of his post at Tatanagar on the after- 
noon of the 13th December 1960 and assumed charge of the 
post of Assistant Inspecting Officer at Burnpur in the Office 
of the Deputy Director of Inspection (Met), Burnpur under 
the same Inspectorate on the forenoon of the 21st Decem- 
ber 1960. 

T, GONSALVES 
Director ( Administration ) 
for Director General of Supplies and Disposals 

MINISTRY OF SCIENTIFIC RESEARCH AND 

CULTURAL AFFAIRS 
Botanical Survey of India 
Office of the Chief Botanist 
NOTIFICATION 

Calcutta 13, the 18th. January 1961 

No, B.S.I.-3/59/60/Estt. — Dr. N, K. Bhattacharyya is 
appointed to the temporary post of Scientific Officer (Class 
II), Botanical Survey of India on a pay of Rs. 350 in the 
scale of Rs. 350 — 25 — 500 — 30 — 680 (subject to revision) with 
effect from the forenoon of the 12th January 1961. 

J. C. SEN GUPTA 
Chief Botanist 

Botanical Survey of India 

DEPARTMENT OF ARCHAEOLOGY 

NOTIFICATIONS 

New Delhi 11, the 12 th January 1961 

No. 2/6/60-Adm.— Shri S. L. Bhasin, an officer officiat- 
ing in Grade III of the C.S.S. and Section Officer in this 
Department, who was granted 33 days earned leave from 
the 2nd August 1960, to 3rd September 1960, vide thlff 
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Department's notification of even number dated the 19th 
August 1960. has been granted extension of his leave as 
under ; — 

1. Earned leave for 63 days from 4th September 1960 

to the 5th November 1960. 

2. Half pay leave for 118 days from 6th November 

1960 to the 3rd March 1961. 

2, The total leave granted to Shri S. L. Bhasin is, 
therefore, 96 days earned leave from the 2nd August 1960 
to the 5th November 1960 and half pay leave for 118 days 
train the 6th November 1960 to the 3rd March 1961. 

3, Shri S. L. Bhasin would have continued to officiate 
as a Section Officer in this Department during the period 
mentioned above, had he not proceeded on leave. 

4, On the expiry of leave, Shri Bhasin is likely to re- 
sume charge of the same post in New Delhi on the 4th 
March 1961. 

D. R. PAUL 
for Director General 


New Delhi 11, the 18th January 1961 

No. 2-11 / 60- Adm— Shri G. K. Rao, officiating Assistant 
Engineer, Department of Archaeology, Headquarters 
office, New Delhi, is granted earned leave for 44 days 
from the 16th January 1961, to the 28th February 1961, 
inclusive with permission to prefix holidays on the 14th 
January 1961, and 15th January 1961 (Second Saturday 
and Sunday). 

2. It is certified that Shri G. K. Rao would have conti- 
nued to officiate as Assistant Engineer during the above 
period had he not proceeded on leave. 

3. On expiry of his leave. Shri G. K. Rao is likely to 
resume charge of the same post in New Delhi. 

B. CH. CHHABRA 
Jt. Director General 


New Delhi, the 18th January 1961 

No. 2-16/ 60-Adm.— Shri a. C. Banerjee, officiating 
Assistant Superintendent, Department of Archaeology, 
has been transferred from the Mid-eastern Circle, Patna, 
to the office of the Director General of Archaeology, New 
Delhi to officiate as Assistant Superintendent (H.Qrs.). 
He handed over charge of his office at Patna on the 
afternoon of 31st December 1960, and took over charge 
of his office at New Delhi on the forenoon of 9th Janu- 
ary 1961. 

No. 2-16/60-Adm. — Shri Raghubir Singh, officiating 
Assistant Superintendent, Department of Archaeology, 
has been transferred from the Nagarjunakonda Excava- 
tion Project to the office of the Superintendent, Depart- 
ment of Archaeology, Mid-eastern Circle, Patna, to offi- 
ciate as Assistant Superintendent there. He handed over 
charge of his office, at Hyderabad on the afternoon of 31st 
December 1960, and took over charge of his office at 
Patna on the forenoon of 9th January 1961. 

A. GHOSH 
Director General 

GEOLOGICAL SURVEY OF INDIA 

NOTIFICATIONS 
Calcutta. 13, the 12 th January 1961 

No. 314M-2586 / 2f(DPS ) 10 — In partial modification to 
this office Notification No. 9997M/258G/2(DPS)10 dated 
28th November 1960. the Director, Geological Survey of 
India, is pleased to grant to Mr. D. P. Sarker, Asstt. Ad- 
ministrative Officer, Geological Survey of India, extension 
of earned leave for 36 days, with effect from the fore- 
noon of the 26th November 1960 with the permission to 
affix the 1st January 1961, being Sunday. 

He has resumed his duties at Calcutta whence he had 
proceeded on leave. 

The 1 6th January 1961 

No. 498M-2586/(MKB)-10 — The Director, Geological 
Survey of India, is pleased to grant to Mr. M. K. 
Bhattacherjee, Asstt. Administrative Officer, Geological 
Survey of India, earned leave for 20 days, with effect 
from the forenoon of the 12th December 1960, with the 
permission to prefix the 10th & 11th December 1960, being 
holidays and to affix the 1st January 1961, being Sun- 
day. 


He was likely to resume his duties at Calcutta whence 
he had proceeded on leave. 

A. K. ROY 
Dy. Director ( Adm .) 
Geological Survey of India 


Calcutta 13, the 11th January 1961 

No. C64T/2222(RSK)19— Shri R. S. Kathiara, M.Sc. is 
appointed as an Asstt. Geologist in the Geological Sur- 
vey of India, on an initial pay of Rs. 350 per month in the 
scale of _ Rs. 350— 25— 500— 30— 590— EB— 30— 800— EB— 
30 — 830—35 — 900 in a temporary capacity with effect from 
the afternoon of the 6th January 1961, until further 
orders. 

No. 677T/ 2222(BVRM)19 — Shri B. V. Ramana Murthy, 
M.Sc. is appointed as an Asstt. Geologist in the Geolo- 
gical Survey of India on an initial pay of Rs. 350 per 
month in the scale of Rs. 350-25—500—30 — 590 — EB — 
30 — 800— EB— 30 — 830—35—900 in a temporary capacity 
with ell'ect from the forenoon of the 6th January 1961, 
until further orders. 

No. G90T / 2222 ( V VSM) 19 — Shri V. V. S. Mani, M.Sc. is 
appointed as an Asstt. Geologist in the Geological Sur- 
vey of India on an initial pay of Rs. 350 per month in 
the scale of Rs. 350— 25— 500— 30— 590— EB— 30— 800— 
EB — 30—830 — 35 — 900 in a temporary capacity with effect 
from the forenoon of the 5th January 1961, until further 
orders. 

No. 701T/2222(SKS) 19 — Shri S. K. Shome, M.Sc. is 
appo nted as an Asstt. Geologist in the Geological Sur- 
vey of India on an initial pay of Rs. 350 per month 
in the scale of Rs. 350—25 — 500 — 30 — 590 — EB — 30—800 — 
EB — 30 — 830—35 — 900 in a temporary capacity with 
effect from the forenoon of the 10th January 1961, until 
further orders. 

No. 712T/2222(VR)19— Shri V. Ramana Rao, M.Sc. is 
appointed as an Asstt. Geologist in the Geological Sur- 
vey of India on an initial pay of Rs. 350 per month 
in the scale of Rs. 350— 25— 500— 30— 590— EB — 30—800— 
EB— 30 — 830 — 35—900 in a temporary capacity with 

effect from the forenoon of the 2nd January 1961, until 
further orders. 

No. 723T/2222(ARS)19— Shri A. R. Sawarkar, M.Sc, is 
appo nted as an Asstt. Geologist in the Geological Sur- 
vey of India on an initial pay of Rs. 350 per month 
in the scale of Rs. 350— 25— 500— 30— 590— EB— 30— 800— 
EB— 30— 830 — 35 — 900 in a temporary capacity with 

effect from the forenoon of the 5th January 1961, until 
further orders. 

B. C. ROY 
Director 

Geological Survey of India 

DEFENCE ACCOUNTS DEPARTMENT 

NOTIFICATIONS 
New Delhi, the 13 th January 1961 

No. 4733/AN — Shri K. Ramamoorthy, Assistant Con- 
troller General of Defence Accounts, has been granted 
earned leave for 27 days from the 5th January 4961 to 
the 31st January 1961. 

No. 7918/ AN — Shri R. B. Kapoor, Assistant Controller 
General of Defence Accounts, has been granted earned 
leave for 30 days from 2nd January 1961 to 31st January 
1961. 

No. 10041 /AN — Shri K. Rama Iyengar, Assistant Con- 
troller of Defence Accounts in the office of the Controller 
of Defence Accounts, Southern Command, was granted 
earned leave for 13 days from 24th October 1960 to 5th 
November I960. 

No. 11102/AN — Shri M. K. Ganesan Indian Defence 
Accounts Service Probationer in the office of the Con- 
troller of Defence Accounts, Southern Command, has 
been granted earned leave for 30 days from 20th 
December 1960 to 18th January 1961. 

No, 11104/AN — Shri P. K, Sabhlok, Indian Defence 
Accounts Service Probationer in the office of the Con- 
troller of Defence Accounts, Southern Command, has been 
granted earned leave for 30 days from 20th December 
1960 to 18th January 1961. 

No. 11105/AN — Shri Gian Swarup, Indian Defence Ac- 
counts Service Probationer in the office of the Controller 
of Defence Accounts, Southern Command, has been 
granted earned leave for 10 days from 20th December 
1960 to 29th December 1960. 



113 


Part III— Sec. 1] THE GAZETTE OF INDIA, JANUARY 28, 1961 


No. 11108/ AN — Shri S. A, Venkatarayan, Indian Defence 
Accounts Service Probationer in the office of the Con- 
troller of Defence Accounts, Southern Command, has 
been granted earned leave for 21 days from 20th Decem- 
ber 1960 to 9th January 1961. 

No. 11147/ AN — Shri R. K. Chawla, Indian Defence Ac- 
counts Service Probationer in the office of the Controller 
of Defence Accounts, Southern Command, has been 
granted earned leave for 16 days from 14th November 
1960 to 29th November 1960. 

No. 11149/AN — Shri J. Philomen Dos, Indian Defence 
Accounts Service Probationer in the office of the Con- 
troller of Defence Accounts, Southern Command, has 
been granted earned leave for 16 days from 23rd Decem- 
ber 1960 to 7th January 1961. 

PHUL CHAND 
Controller General of Defence Accounts 


DIRECTORATE GENERAL, ALL INDIA RADIO 
(Planning: and Development Unit) 
NOTIFICATIONS 

New Delhi , the 16th January 1961 

Nol l(112)D3/60 — This Directorate Notification No. 1 
(112)-D3/60 dated 18th October 1960, regarding grant of 
leave to S'hri B. Y. Nerurkar, Planning Officer, Planning 
and Developiment Unit, Dircctorata General, All India 
Radio, New Delhi, is hereby cancelled. 

SANGRAM SINGH 
Dy. Development Officer (A) 
for Director General 


Lucknow, the 16 th January 1961 

No, PFf(9)ASE — Shri N. B, Mukherjee, officiating As- 
sistant Station Engineer, All India Radio, Lucknow was 
granted earned leave for 10 days from 5th December to 
14th December 1960, combined with the extra-ordinary 
leave w ; thout pay for 3 days from 15th to 17th December 
1960, with permission to suffix Sunday the 18th Decem- 
ber 1960, to the leave, 

On return from leave Shri N. B, Mukherjee, assumed 
charge as officiating Assistant Station Engineer at All 
India Radio, Lucknow on the forenoon of the 10th Decem- 
ber 1960. 

B. K. NUNDEE 
Station Director 


Indore, the 17 th January 1961 

No. PF-G(2)/60/920 — Shri A. N. Kaul, Assistant Station 
Director, Ail India Radio, Indore has been granted earned 
leave as under:— 

(!) Earned leave for 12 days from 10th October 1960 
to 21st October 1960. 

(ii) Earned leave for 22 days from 21st November 
1960 to 12th December 1960. 

No. PF-G(2)60/915 — On return from undermentioned 
leave Shri A. N. Kaul assumed charge of the post of 
Assistant Station Director, All India Radio, Indore on the 
dates mentioned below: — 


Loavo Date of 

taking 

OTer 


(i) From 10-10-60 to 21-10-00 .. ., .. 22-10-60 

(F.N.) 

(ii) From 21-11-00 to 12-12-60 .. .. 13-12-60 

(F.N.) 


N. L. CHOWLA 

Station Director 


Gauhati, the 16th January 1961 

No. PF/SE/R — Shri C. V. Ramalingam, Offg. Station 
Engineer, All India Radio, Gauhati has been granted 


earned leave for 60 days from 10th January 1961 to 10th 
March 1961 with permission to affix 11th and 12th March 
1961, Second Saturday of the month and Sunday res- 
pectively to the leave. 

V. KRISHNAMURTI 
Station Director 


Patna, the 9th January 1961 

No. AD-l(Pers) /61 — Shri P, N, Burman Ray, Offg. Asstt. 
Station Engineer, All India Radio, Patna, is granted 59 
days earned leave l'rom 2nd December 1960 to 29lh Jan- 
uary 1961, combined with 1 day commuted leave for 30th 
January 1961. 

S. C. PARASHAR 
Station Director 


News Service Division 

New Delhi, the 16 th January 1961 

No. l(23)E/60 — Shri A. Padmanabhan, substantive 
Grade III Officer of the Central Information Service and 
working as Assistant News Editor, is granted earned 
leave for 48 days from 9th January 1961, with permission 
to affix Sundays on 8th January 1961 and 26th February 
1961 to it. 

M. V. DESAI 
Director of News Services 
All India Radio 


Office of the Maintenance Engineer 

New Delhi, the 19 th January 1961 

No. l(3)Adm/60/1247 — On return from leave Shri S. R. 
Biswas, has assumed charge as Offg. Senior Deputy Main- 
tenance Engineer, All India Radio, New Delhi on 16th 
January 1961 (F.N.). 

Y. VENKATARAMIAH 
Maintenance Engineer 

PRESS INFORMATION BUREAU 

NOTIFICATIONS 

New Delhi 1, the 13th January 1961 

No. F2/69A(L)/Per. — On the expiry of leave sanction- 
ed in the Bureau’s Notification No. F2/69A(L)/Per, dated 
November 11, 1960 Shri J. Thangavel resumed charge as 
Assistant Information Officer in the Press Information 
Bureau at Madras on January 2, 1961. 

No. 18/17/60(L)/Fer. — Shri Surjeet Singh (a perma- 
nent Grade I Officer of the Central Information Service 
and officiating in the Junior Administrative Grade Junior 
Scale of the service), Deputy Principal Information Offi- 
cer in the Press Information Bureau has been granted 
leave for 30 days from December 12, 1960 to January 10, 
1961 with permission to affix Sunday on December 11, 
1960 to the leave. 

S. N. M1TAL 
Assistant Principal Information Officer 
for Principal Information Officer 


MINISTRY OF INFORMATION AND BROADCASTING 
Directorate of Advertising and Visual Publicity 

NOTIFICATION 

New Delhi 1, the 16 th January 1961 

No. 2/64/56-Est — Shri J. C. Chowla, Regional Exhibi- 
tion Officer, Directorate of Advertising and Visual Publi- 
city is granted earned leave for 13 days from 12th De- 
cember 1960 to 24th December 1960 with permission to 
prefix closed holiday on Second Saturday and Sunday on 
10th and 11th December 1960, respectively and affix Sun- 
day 25th December 1960 to his leave. 

2. On return from leave, Shri J. C. Chowla resumed 
charge as Regional Exhibition Officer, in the Directorate 
of Advertising and Visual Publicity with effect from the 
forenoon of 26th December 1960. 

K. A. IYER 
Deputy Director (Admn.) 
for Director of Advertising and Visual Publicity 



114 


THE GAZETTE OE INDIA, JANUARY 28, 1961 


[Pakt III — Sec, 1 


INDIAN SCHOOL OF MINES AND APPLIED GEOLOGY 

NOTIFICATION 
Dhanbad , the 18th January 1961 

No. 30(5)/Est. — On return from special leave for ad- 
vanced studies in U.S.A. under the Central Overseas 
Scholarship Scheme, 1957-58, Shri T. Narasimham, Senior 
Lecturer in Stratigraphy and Palaeontology, Indian School 
of Mines and Applied Geology, Dhanbad, resumed charge 
of his office on the afternoon of 2nd December 1960, 

D. N. PRASAD 
Director 

Indian School of Mines and 
Applied Geology 


DIRECTORATE GENERAL OF HEALTH SERVICES 

NOTIFICATION 

New Delhi, the 17 th January 1961 

No. 1-140/60-N — Mrs. H. Chabook, Senior Sister Tutor, 
College of Nursing, New Delhi has been placed on depu- 
tation to attend the short-term refresher course for 
Sister Tutors at the K, G. Hospital, Visakhapatnam 
from 22nd October 1960, (afternoon) to 20th December 
1960. 

On the expiry of her deputation and the winter vaca- 
tions from 24th December 1960 to 3rd January 1961, Mrs, 
H. Chabook has resumed charge of her duties at the 
College of Nursing, New Delhi, on the forenoon of 4th 
January 1961. 

T. K. ADRANVALA 
Nursing Adviser 

MINISTRY OF FOOD AND AGRICULTURE 

(Department of Agriculture) 

Directorate of Marketing and Inspection 

NOTIFICATIONS 
Nagpur, the 12 th January 1961 

No. F. T(13)/70/59-DC — On relinquishing the charge 
of the post of Deputy Marketing Development Officer in 
the office of the Senior Marketing Officer, Wool, Bristles 
and Goat Hair Grading Scheme, Bombay on the after- 
noon of the 23rd December 1960, Shri G. D. Bhogale has 
been appointed to officiate as Marketing Development 
Officer in the same office, with effect from 23rd Decem- 
ber 1960 (A.N.) until further orders. 

No. F. 7(13) /70/59-DC— Shri H- T. Sapra, officiating 
Deputy Marketing Development Officer in the office of 
the Senior Marketing Officer, Wool, Bristles and Goat 
Hair Grading Scheme, Bombay has been transferred in 
the same capacity to the office of the Deputy Marketing 
Development Officer, Wool, Bristles and Goat Hair Grad- 
ing Scheme, New Delhi uice Shri R. Lakshminarayanan 
who has been appointed as Marketing Development 
Officer, Wool, Bristles and Goat Hair Grading Scheme, 
Madras. 

The period between the handing over and taking over 
charge of Shri H, T. Sapra from 12th December 1960 
(F.N.) to 18th December 1960 (A.N.) has been treated as 
joining time. 

The 1 6th January 1961 

No. F. 7(13) /70/59-DC — On relinquishing the charge 
of the post of Deputy Marketing Development Officer, 
Wool, Bristles and Goat Hair Grading Scheme, New 
Delhi on the forenoon of the 19th December 1960, Shri 
R, Lakshminarayanan has been appointed to officiate as 
Marketing Development Officer at Madras in the same 
scheme, with effect from 22nd December 1960 (F.N.) until 
further orders. 

The 18th January 1961 

No. F. 3(13)/52/6©-DC — In exercise of the powers con- 
ferred by the Ministry of Finance (Central Board of 
Revenues) Customs Notification No. 173 dated the 29th 
December 1954, I hereby authorise Shri R, Lakshmi- 
narayan, Marketing Development Officer, Wool Bristles 
and Goat Hair Grading Scheme, Madras to issue the 
Certificates of Agmark Grading in respect of Wool which 
has been graded and labelled in accordance with the 
Wool Grading and Marking Rules, 1956 and the export 
of which is subject to the provisions of the above 
mentioned Central Board of Revenues Notification. 

N. P. CHATTERJI 
Agricultural Marketing Adviser 
to the Government of India 


Nagpur, the 17 th January 1961 

No. F. 3/93/59-Adm.B — Shri G. Gopala Rao, Deputy 
Marketing Development Officer (Tobacco Grading) who 
was granted earned leave for 48 days with effect from 
14th November 1960 to 31st December I960 resumed duty 
of his post on the forenoon of the 2nd of January 1961. 
He was allowed to affix Sunday the 1st of January 1961, 
to his leave. 

R. T. MIRCHANDANI 
Deputy Agricultural Marketing Adviser 


Directorate of Economics and Statistics 

New Delhi, the 19 th January 1961 

No. F.l»-16/58-Estt(I)-Es.— Shri S. I. H. Naqvi, Research 
Officer in the Directorate of Economics and Statistics (Min- 
istry of Food and Agriculture) is granted earned leave for 
three days from the 29th December 1960 to 31st December 
1960 with permission to suffix Sunday the 1st January 
1961. 

2. Shri S.I.H. Naqvi resumed charge of the post of Re- 
search Officer in the Directorate of Economics and Statis- 
tics (Ministry of Food and Agriculture) at New Delhi on 
the forenoon of the 2nd January 1961. 

R. N. PODUVAL 
Economic and Statistical Adviser 

INDIAN AGRICULTURAL RESEARCH INSTITUTE 

NOTIFICATIONS 
New Delhi, the 18 th January 1961 

No. ACS/3/2/1444 — Shri O. S. Gupta, Asstt. Engineer, 
Division of Agri-Engineering is granted earned leave for 
13 days with effect from 7th November 1960 to 19th Novem- 
ber 1960 with permission to prefix and suffix 20th Novem- 
ber 1960 (Sunday) to the leave. 

On return from leave he is likely to be reposted to, the 
same post. 

On return from leave, he joined duty on the forenoon of 
21st November 1960. 

VAS DEV 
Director Research Institute 


New Delhi, the 16th January 1961 

No. Ad-H/l/7(20)/1255 — On return after completion of 
his training in U.S.A. and Sweden, Dr. A. T. Natarajan, 
Assistant Cytogeneticist (Class II), Division of Botay, 
Indian Agricultural Research Institute, New* Delhi, re- 
sumed his duties in the same capacity with effect from the 
forenoon of 29th December 1960. 

The 18th January 1961 

No. 1541 — Shri S. L. Vachher, Asstt, Registrar, I.A.R.I, is 
granted earned leave for 10 days with effect from 21st 
November 1960 to 30th November 1960 with permission to 
prefix 20th November 1960 (Sunday) to the leave. 

No. Ad/l/5/(Bot)/PF/1547 — The Director is pleased to 
appoint Shri M. G. Joshi, Assistant Botanist (Class II) in 
the Scheme for the Improvement of Essential Oil Yielding 
Plants, Jamnagar Centre to officiate in the post of Assist- 
ant Botanist (Class II) in the Section of Genetics and 
Immunology of the Scheme for the Establishment of 
Fundamental Plant Genetical Research Laboratory at 
I.A.R.I. (at present headquarters at Jamnagar) with effect 
from the forenoon of 1st November 1960, 

No. ACS/3/2/1562 — On return from leave Dr. A. N. Sen, 
Asstt. Soil Chemist, Expended Soil Testing Service Scheme, 
Agartala Centre has resumed his duties in the same post 
on the forenoon of 17th October 1960. 

VAS DEV 
Registrar 


INDIAN VETERINARY RESEARCH INSTITUTE 

NOTIFICATIONS 
Izatnagar , the 17 th January 1961 

No. F. 17-29/60-E.I. — Shri V. V. Srinivasan, a temporary 
Assistant Research Officer (Pathology) Poultry Research 
Division, Indian Veterinary Research Institute, Izatnagar 
has been granted earned leave for 45 days with effect 
from the forenoon of 2nd January 1961 to the 15th 
February 1961, with permission to prefix Sunday the 1st 
January 1961. 
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The 19lh January 19G1 

No. F.17-31/60.E.I, — Dr. D. P. Mukherjee, a permanent 
Asstt. Research Officer, (Training) Animal Genetics Divi- 
sion, Indian Veterinary Research Institute, Izatnagar has 
been granted earned leave for 30 days with effect from the 
forenoon of 19th December 1960 to the 17th January 1961. 

R. N. SAXENA 
Registrar 

DELHI POLYTECHNIC 

NOTIFICATIONS 
Delhi 6, the 9th January 1961 

No. E. 354A/60 — Shri Bircn De, Permanent Asstt. 
Lecturer in Art, Delhi Polytechnic. Delhi, has been ap- 
pointed to officiate as Lecturer (Ordinary Scale) in Art, 
Art Department, Delhi Polytechnic, Delhi with effect 
from the forenoon of the 1st September 1960 and until 
further orders. 

The 17th January 1961 

No. E.352-A/60/998— The resignation of Shri T. C. Verma, 
permanent Assistant Workshop Superintendent, Delhi 
Polytechnic, Delhi who was on deputation to the Small 
Scale Serv : ce Institute. Kanpur, w T as accepted with effect 
from the afternoon of the 10th November 1960, as requested 
by him. 


Certified that Dr. Ray would have continued to officiate 
in the same post but for his proceeding on leave during 
the above period. 

K, K. IYA 

Director of Dairy Research 

OFFICE OF THE SALT COMMISSIONER 

Jaipur, the 17th January 1961 

No. 1/61 — In continuation of this office Notification 
No. 59/60 dated the 29th December 1960, Shri Jogindra 
Singh, officiating Assistant Salt Commissioner and cur- 
rently on foreign service with the Hindustan Salt Co. Ltd., 
was granted an extension of leave of 23 days on average 
pay, with effect from the 9th January 1961. 

2. Certified that he is likely to be reposted to the same 
place from W'hcre he proceeded on leave. 

The 18 th January 1961 

No. 2/1961 — In partial modification of this office Noti- 
fication No. 60/1960 dated the 3rd January 1961, Shri R. K. 
Dass. officiating Assistant Salt Commissioner, Kakinada, 
Madras Region is granted earned leave, preparatory to 
retirement for 100 days from the 1st December 1960 to 
the 10th March 1961. 

2. He relinquished the charge of his post on the fore- 
noon of the 18th December 1961. 


S. C, SEN 
Principal 

NATIONAL ARCHIVES OF INDIA 

NOTIFICATION 
The 17th January 1961 

No. F. 20(B-3) -10/57- A-l— Shri I. N. Verma, Perma- 
nent Asstt, Archivist (Gr. I) and Offg. Archivist has 
been granted earned leave for 45 days with effect from 
13th December to 25th January 1961, (both days in- 
clus ; ve) w r ith permission to affix 10th & 11th December 
1960 and 26th January 1961, being Second Saturday, 
Sunday and closed holiday respectively thereto. 

2. On return from leave Shri Verma is likely to 
assume charge of the same post at New Delhi. 

S. ROY 
Director of Archives 
Government of India 


MINISTRY OF WORKS HOUSING AND SUPPLY 
National Buildings Organisation 

NOTIFICATIONS 
New Delhi, the 13 th January 1961 

No. NBO/GPS/4 — In continuation of National Build- 
ings Organisation notffication of even number dated the 
27th December 1960, Shri M. N. Kanojia, a temporary 
Assistant Director, in the National Buildings Organisation, 
was granted extension of leave on average pay for a 
period of 7 days from the 5th January 1961, 

On return from leave Shri Kanoya assumed charge of 
the post of Assistant Director, on the forenoon of 12th 
January 1961. 

No. NBO/GPS/32 — Shri N. Krishnan, a temporary 
Assistant Director in the National Buildings Organisation 
was granted 17 days earned leave from 3rd December 
1960 to 19th December 1960. 

On return from leave Shri N. Krishnan assumed 
charge of the same post on the forenoon of 20th De- 
cember 1960. 

C. P. MALIK 

Director 

National Buildings Organisation 


S, R. BOSE 
for Salt Commissioner 

FINANCE COMMISSION 
NOTIFICATION 

New Delhi, the 11 th January 1961 

No. FC. 2(l)-A/60 — On transfer from the office of the 
Comptroller and Auditor General of India, Shri B. R. 
Agnihotri, an officiating Superintendent of that office, has 
been appointed, until further orders, as Superintendent in 
the Finance Commission with effect from the forenoon of 
the 20th December I960. 

G. R. KAMAT 
Member-Secretary 

CENTRAL POTATO RESEARCH INSTITUTE 

NOTIFICATION 
Simla, the 17 th January 1961 

No. F. 2-(4)/378/Estt.— Dr. Rajat De. Plant Physiolo- 
gist in the Scheme for New Lines of Research, Central 
Potato Research Institute. Simla, is granted 76 days 
earned leave, with effect from the 8th December 1960 to 
21st February 1961 (both days inclusive). 

This office Gazette Notification No. F. 2(4)/13074/Estt., 
dated 19th December 1960, is hereby cancelled. 

PUSHKARNATH 

Director 

OFFICE OF THE SUPERINTENDING ENGINEER 
DEEP SEA FISHING STATION 
NOTIFICATION 

Bombay 1, the 17 th January 1961 

No. F. 1-9/69 — The undersigned has been pleased to 
transfer headquarters of the post of Deputy Director 
Class I from Bombay to the Govt, of India, Offshore Fish- 
ing Station, Vizag from 7th January 1961 AN. 

Shri A. T. Shariff who was holding the post at Bombay 
has been transferred to Vizag alongwith the post. He ’has 
relinquished charge of the post of Deputy Director Deep 
Sea Fishing Station, Bombay on the afternoon of 7th 
January 1961 and assumed charge of the post of Deputy 
Director in the Offshore Fishing Station. Vizag on the 
forenoon of 12th January 1961. 


NATIONAL DAIRY RESEARCH INSTITUTE 

NOTIFICATION 
Karnal, the 1 9th January 1961 

No. F.13-3/59-E-7718 — Dr. S. N. Ray, officiating Dairy 
Husbandry Officer, National Dairy Research Institute, 
J£amal, is granted earned leave for 34 days from 9th Jan- 
uary 1961 to 11th February 1961 with permission to pre- 
fix and suffix Sundays on 8th January 1961 and 12th Febru- 
ary 1961 respectively. 


S. MISKEITH 

Superintending Engineer 

DELHI MILK SCHEME 

NOTIFICATION 

New Delhi 12, the 17 th January 1961 

No. 2-108 /60-Estt. — Shri S. D. Sharma, Assistant 
Manager, is appointed to officiate as Manager, Milk Col- 
lection and Chilling Centre, Delhi Milk Scheme, Class II 
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Gazetted, in the scale of Rs. 275 — 25 — 500 — EB— 30— 650— 
EB— 30 — 800, with effect from the forenoon of December 
26. 1960 until further orders. He is posted to the Milk 
Collection and Chilling Centre, Muradnagar. 

L. C. SIKKA 
Chairman 


DEPARTMENT OF ATOMIC ENERGY 
Atomic Energy Establishment Troinbay 
NOTIFICATIONS 
Bombay 1, the 13 th January 1961 

Ref: PA/V/27-Adm.III— Shri K. S. Venkateswarlu, 
Junior Research Officer, Chemistry Division, was granted 
earned leave for seventeen days from December 12 to 28, 
1960. 

2. On return from leave, Shri Venkateswarlu resumed 
charge of his duties on the afternoon of December 28, 1960 
at Bombay. 

The 16th January 1961 

Ref: FA / L / 18- Adm.rm-Dr . (Smt.) C. Y, Lawande. 
Scientific Officer, Medical Division, was granted earned 
leave for one day on December 9, 1960, with permission to 
suffix holiday on December 10, 1960, followed by Sunday 
December 11, 1960, to the leave. 

2. On return from leave Dr. (Smt.) Lawande resumed 
charge of her duties on the forenoon of December 12, 1960 
at Bombay. 

Ref: PA/K/44-Adm.m — Shri G. S. Krishnaswamy, 
Senior Scientific Officer, Electronics Division, is granted 
earned leave (terminal) for thirty five days from Decem- 
ber 17, 1960 to January 20, 1961. 

Shri Krishnaswamy relinquished charge of his office 
with effect from the afternoon of December 16, I960. 

No. Ref: PA/R/235-Adm.III — Shri K. G. Rabindran. 
Junior Scientific Officer, Metallurgy Division was granted 
earned leave for twenty three days from December 15, 
1960 to January 6, 1961 with permission to suffix holiday 
on January 7, followed by Sunday January 8, 1961, to the 
leave. 

2. On return from leave, Shri Rabindran resumed charge 
of his duties on the forenoon of January 9, 1961 at 
Bombay. 

Ref: FA/S/451-Adm.IU — Shri N. P. Nagaiah Setty, 
Junior Scientific Officer, Health Physics Division, was 
granted earned leave for twenty five days from Novem- 
ber 15, 1960 to December 9, 1960, with permission to suffix 
holiday on December 10, followed by Sunday December 
11, 1960, to’ the leave. 

2. On return from leave, Shri Nagaiah Setty resumed 
charge of his duties on the forenoon of December 12, 1960, 
at Bombay. 

Ref: PA/S/492-Adm.III — Shri B. D. Sharma, Junior 
Research Officer, Metallurgy Division, was granted earned 
leave for ten days from December 14, to December 23. 
1960, with permission to suffix holiday on December 24, 
followed by Sunday December 25, 1960, to the leave. 

2. On return from leave, Shri Sharma resumed charge 
of his duties on the forenoon of December 26, 1960, at 
Bombay. 

The 18th January 1961 

No. Ref. PA/P/13-Adm.m— Shri N. S. K. Prasad. Junior 
Research Officer, Chemistry Division, was granted earned 
leave for eighteen days from November 22. 1960 to Decem- 
ber 9. 1960, with permission to suffix holiday on December 
10, followed by Sunday December 11, 1960, to the leave. 

2. On return from leave, Shri Prasad resumed charge of 
his duties on the forenoon of December 12, 1960, at Bombay. 

No. Ref. PA/V /24-Adm.HI — Shri K. A. Vaidyanathan, 
Scientific Officer, Engineering Services Division, was grant- 
ed earned leave for eight days from December 16 to 23. 
1960, with permission to suffix holiday on December 24. 
followed by Sunday, December 25, 1960 to the leave. 

2, On return from leave Shri Vaidyanathan resumed 
charge of his duties on the forenoon of December 26, 1960. 
at Bombay. 

No. Ref. PA/R/27-Adm.TII— Shri V. Sundararaian. 
Assistant Stores Officer, C.T.R. Project, was granted earn- 
ed leave for three days from October 17 to 19, 1960. 

On return from leave, Shri Sundara Rajan resumed 
charge of his duties on the forenoon of October 20, 1960 
at Bombay. 
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No, Ref. FA/R/49-Adm.lII— Shri S. V. K. Rao, Scientific 
Officer, Metallurgy Division, was granted earned leave for 
two days on December 12 and 13, 1960 with permission to 
prefix holiday on December 10, followed by Sunday De- 
cember 11, 1960 to the leave. 

2. On return from leave Shri Rao resumed charge of his 
duties on the forenoon of December 14, 1960 at Bombay. 

No. Ref. PA/P/80-Adm.m— Shri R. B. Patil, Assistant 
Engineer, Chemical Engineering Division, was granted 
earned leave for twenty days from November 28, 1960 to 
December 17, 1960 with permission to prefix holiday on 
November 26, 1960 followed by Sunday, November 27, 1960 
and suffix Sunday, December 18, 1960 to the leave. 

2. On return from leave, Shri Patil resumed charge of 
his duties on the forenoon of December 19, I960 at Bombay. 

No. Ref. PA/G/83-Adm,ni — Shri R. Gopalakrishnan, 
Junior Scientific Officer, Reactor Engineering Division, was 
granted earned leave for twenty -nine days from October 3, 
to 31, 1960, followed by commuted leave for sixteen days 
from November 1 to 16, 1960 with permission to prefix 
holiday on September 20, 1960 and October 1, 1960 follow- 
ed by Sunday, October 2, 1960 to the leave. 

2. On return from leave Shri Gopalakrishnan resumed 
charge of his duties on the forenoon of November 17, .'960 
at Bombay. 

3. This Establishment notification of even number dated 
December 7, 1960 is hereby cancelled. 

No. Ref. PA/ J/99-Athn.III— Shri Joseph John, Junior 
Scientific Officer, Nuclear Physics Division, was granted 
earned leave for twenty six days from December 12, 196C 
to January 6, 1961 with permission to prefix holiday or 
December' 10, 1960 followed by Sunday, December 11, 196C 
and suffix holiday on January 7, 1961 followed by Sundaj 
January 8, 1961 respectively to the leave. 

2. On return from leave Shri Joseph John resumed 
charge of his duties on the forenoon of January 9, 1961 al 
Bombay. 

The 19th January 1961 

No. Ref. PA/T/22-Adm.m— Shri M. M. Tillu, Scientific 
Officer, Analytical Division, is granted earned leave foi 
flfy three days with effect from January 9, 1961 with per- 
mission to prefix holiday on January 7 followed by Sunday 
January 8, 1961 to the leave. 

2. Shri Tillu will please forward certificates of assuming 
charge on return from leave in the usual forms. 

No. Ref. PA/L/30-Adm.ni— Kumari M. De S, Lazaro 
Translator, Information Division, was granted earned leave 
for nineteen days from December 19, 1960 to January 6 
1961, with permission to prefix Sunday December 18, 1960 
and suffix holiday on January 7, 1961, followed by Sunday 
January 8, 1961, to the leave, 

2. On return from leave, Kumari Lazaro resumed charge 
of her duties on the forenoon of January 9, 1961 at Bombay 

No. Ref. PA/I/34- Adm.IH — Shri R. Harihara Iyer, Junioi 
Scientific Officer, Radiochemistry Division, was grantee 
earned leave for twenty six days from December 12, 1960 
to January 6, 1961, with permission to prefix holiday or 
December 10, 1960, followed by Sunday December 11 
1960, and suffix holiday on January 7, 1961, followed 
Sunday January 8, 1961, to the leave. 

2. On return from leave Shri Harihara Iyer resumec 
charge of his duties on the forenoon of January 9, 1961. a 
Bombay. 

No. Ref. PA/R/149-Adm.IH— Shri V. V. Rao, Junioi 
Scientific Officer, CIR Project, was granted earned leavi 
for four days from December 3 to 6, I960. 

On return from leave. Shri Rao resumed charge of hi 
duties on the forenoon of December 7, 1960, at Bombay. 

S. V. KULKARN 

Assistant Controller (P 
for Controller 

Bombay 1, the 18th January 1961 

No. Ref. PA/K/5-R — The Director, Atomic Energy Estab 
lishment Trombay, hereby appoints Shri K, N. Kirthi. ; 
temporary Research Assistant, as a Junior Scientific Offl 
cer in a temporary caoacilv in the Atomic Enerrw Estab 
lishment Trombay with effect from August 1, 1960 (fore 
noon) until further orders. 

S. V. KULKARN 
Assistant Controller (P 
for Directo', 
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(Atomic Minerals Division) 

New Delhi 5, the 12 th January 1961 

No. AMD-2(599)58-Adin — Shri J. N. Gupta, officiating 
Assistant Physicist, Atomic Minerals Division, Depart- 
ment ot Atomic Energy, was granted 4 days’ earned leave 
irom 14th December i960 to 17th December I960 with 
permission to suffix Sunday the 18th December 1960 to the 
leave. 

On return from leave he resumed charge of his duties 
as Assistant Physicist on the forenoon of the 19th Decem- 
ber 1960 at New Delhi. 

The 1 ‘3th January 1961 

No. AMD-2(455)57-Adm. — Shri Md. Alzal Ahmad, offi- 
ciating Assistant Physicist, Atomic Minerals Division, 
Department of Atomic Energy, was granted 21 days' 
earned leave from 21st September 1960 to 21st October 
1960. 

On return from leave he resumed charge of his duties 
as Assistant Physicist on the forenoon of the 22nd October 
1960 at New Delhi. 

No. AMD-2(528)57-Aclin. — Shri F. C. Aggrawai, officiat- 
ing Assistant Physicist, Atomic Minerals Division, Depart- 
ment of Atomic Energy was granted 21 days' earned 
leave from 1st October 1960 to 21st October 1960 with pern 
mission to prelix restricted holiday the 28th September 
and closed holidays the 29th and 30th September 1960 to 
the leave. 

On return from leave he resumed charge of 'his duties 
as Assistant Physicist on the forenoon of the 22nd October 
1960 at Ghatsila. 

No. AMD-2t,811)59-Adm. — Shri S, K. Srivastava, olli- 
ciating Assistant Physicist, Atomic Minerals Division, 
Department of Atomic Energy, was granted 20 days’ 
earned leave from 19th September 1960 to 8th October 1960, 
with permission to suffix Sunday the 9th October 1960 to 
the leave. 

On return from leave he resumed charge of his duties 
as Assistant Physicist on the forenoon of the 10th October 
1960, at Udaipur. 

S. SUNDARARAJAN 
for Director 
Atomic Mineral Division 
Department of Atomic Energy 


New Delhi 5, the 13 th January 1961 

No. AMD-2 ( 576) / 58- Adm. — Shri K. V. Seshadri an offi- 
ciating Assistant Geologist, in the Atomic Minerals Divi- 
sion of the Department was granted 38 days’ earned leave 
from 31st August 1960 to 7th October 1960. 

On return from leave Shri K. V. Seshadri resumed 
charge of his duties us Asstt. Geologist on the forenoon of 
the 8th October 1960, at Camp. Jumaritilayya (Bihar). 

S. SUNDARARAJAN 
for Geological Adviser 

INDIAN POSTS AND TELEGRAPHS DEPARTMENT 
Office of the Director General of Posts and Telegraphs 

NOTIFICATIONS 
New Delhi, the 13 th January 1961 

No. 33/1/60-SPA — Shri T. Ponnuswamy, officiating Ac- 
counts Officer, Madras Telephone District is posted as offi- 
ciating Accounts Officer, Telegraph Stores, Madras, locally 
with effect from the 17th December 1960 vice Shri K. S. 
Aiyakutti. 

2. Shri K, S. Aiyakutti, Accounts Officer, Telegraph 
Stores, Madras is posted as Accounts Officer, Madras Tele- 
phone District (Andhra and Hyderabad Unit) with effect 
from the 18th December 1960. 

3. Shri K. L. Sobti, Accounts Officer, Telephone Revenue, 
Lucknow is posted as Accounts Officer, Telephone Revenue 
Bangalore with effect from the afternoon of the 17th 
December 1960. 

No. 33/2/60-SPA— The Director General is pleased to 
appoint Shri M. C. Gope, Senior Accountant, Calcutta 
Telephone District as officiating Accounts Officer Tele- 
phone Revenue, Shillong, with effect from the 16th 
December 1960 vice Shri K. R. Sastry, proceeded on leave. 

2, The Director General is also pleased to appoint Shri 
Nathu Ram, Senior Accountant, Delhi Telephone District 
as officiating Accounts Officer, Telegraph Stores, New Delhi 
with effect from the 6th December 1960 vice Shri M. P. 
Singh, proceeded on leave. 


3. Shri G. K. Parthasarathy, Accounts Officer was granted 
earned leave for 49 days with effect from the 9th Novem- 
ber 1960. On the expiry of the leave, the services of Shri 1 
G. K. Parthasarathy are placed at the disposal of the 
Hindustan Teleprinters Ltd., with effect from the 28th 
December 1960. This is in partial modification of this office 
Notification No. 33/1/ 60-SPA, dated the 24th November 
1960. 

The 16th January 1961 

No. 12/15/60-STA — On return from leave, Shri C. K. 
Reddi, an officer of the Senior Scale of Telegraph 
Engineering Service, Class I resumed duty as Assistant 
Chief Engineer, P. & T. Directorate with effect from the 
9th January 1961. 

The 17 th January 1961 

No. 18/2/ 60-SPA — The Director General is pleased to 
appoint Shri Y. V. Aswathanarayana to officiate in Post- 
masters’ Service, Class II as officiating Postmaster, Alipore 
with effect from the 27th December 1960. 

No. 37/5/60-SPA— Shri P. K. Das, officiating Assistant 
Deputy Director General, Posts and Telegraphs has been 
granted earned leave for 20 days with effect from the 9th 
January 1961 with permission to affix Sundays, the 8th 
and 29th January 1961. 

No. 53/2/60-STA — On transfer from U.P. Circle, Shri 
K. C. Rora, an officer of Telegraph Traffic Service, Class 
II, assumed charge as Assistant Chief Superintendent, Cen- 
tral Telegraph Office, Bombay on the afternoon of the 7th 
January 1961. 

No. 53/2/60-STA — The Director General is pleased to 
appoint Shri J. Dass, Telegraph Master, to officiate in 
Telegraph Traffic Service, Class II in U.P. Circle with 
effect from the afternoon of the 17th December 1960, until 
further orders. 

D. K. AGARWAL 
Assistant Director General 
Posts and Telegraphs 

OFFICE OF THE POSTMASTER GENERAL, BIHAR 
CIRCLE 

NOTIFICATIONS 
Patna, the 9 th January 1961 

No. StaffA-5145— On the expiry of his leave Shri S. N. 
Baijal, an approved Officer for Postal Superintendent’s 
Service Class II, has resumed his duties from 24th 
December 1960 forenoon as officiating Assistant Director 
of Postal Services, Bihar Circle. 

The 11th, January 1961 

No. StaffA-5465 — On the expiry of his leave, Shri N. D. 
Verma, an approved Officer for Postal Superintendents’ 
Service II, has been reposted as officiating Superintendent 
of Post Offices, Darbhanga from 28th December 1960 fore- 
noon relieving Shri Bageshwari Pd. 

G. S. BHATIA 
for Postmaster General 
Bihar Circle, Patna 

OFFICE OF THE POSTMASTER GENERAL, CENTRAL 

CIRCLE 

NOTIFICATION 
Nagpur, the 13 th January 1961 

AE 7-2611 — Shri N. S. Sastry, Engineering Supervisor 
qualified for promotion to the cadre of Telegraph Engineer- 
ing and W.S. Class II is appointed to officiate as Assistant 
Engineer (Carrier), Nagpur, with effect from 12th Novem- 
ber 1960 F-N. until further orders. 

H. K. RAO 

Postmaster General 
Central Circle 

OFFICE OF THE DIRECTOR OF POSTS AND 
TELEGRAPHS, RAJASTHAN CIRCLE 

NOTIFICATION 
Jaipur, the 12th January 1961 

No. AE7-13/96 — The Director of Posts and Telegraphs, 
Rajasthan Circle, Jaipur is pleased to grant earned leave 
for 20 days to Shri K, P. Shukla, A.E. building Circle 
Office, Jaipur with effect from 19th January 1961 F/N to 
7th February 1961 under Revised Leave Rules, 1933. 

CHANAN SINGH 

for Director of Posts and Telegraphs 
Rajasthan Circle Jaipur 
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OFFICE OF THE POSTMASTER GENERAL, BOMBAY 

CIRCLE 

NOTIFICATIONS 
Bombay, the 12th January 1961 

No. ATP-457 — On relief by Shri C. H. Vaishnav, Shri 
S. K. Dey, officiating Chief Superintendent, Central Tele- 
graph Office, Bombay, assumed charge as officiating 
Deputy Director of Telegraphs Traffic, Bombay with effect 
from the F/N of 26th October 1960- 

RAMA KRISHNA 
Postmaster General 
Bombay 


Bombay, the 13 lh January 1961 

No. ATP-2288 — Shri C, G. Young, Assistant Chief 
Superintendent, C.T.O., Bombay was granted leave for 20 
days with effect from 13th December 1960. 

On expiry of his leave, Shri C. G. Young, has resumed 
duty as Assistant Chief Superintendent, C.T.O., Bombay 
with effect form the F/N of 2nd January 1961. 

I. K. GUPTA 
for Postmaster General 
Bombay 

OFFICE OF THE GENERAL MANAGER, BOMBAY 

TELEPHONES 

NOTIFICATION 
Bombay, the 12 th January 1961 

No. ST/25-14 — Shri B. R. Pereira, Assistant Engineer, 
Bombay Telephones granted leave vide this office Notifica- 
tion No. ST/GO/30, dated 27th November I960 is permitted 
to resume duty from forenoon of 9th January 1961 treating 
the unexpired period of his leave as cancelled and is re- 
appointed to officiate as Assistant Engineer, Telephones. 
He is permitted to suffix Sunday the 8th January 1961 to 
his leave. 

U. SHANKAR 
General Manager 
Bombay Telephones 

OFFICE OF TIIE POSTMASTER GENERAL 
PUNJAB CIRCLE 

NOTIFICATION 
Ambala , the 19th January 1961 

No. STA /EQ-182/II/1G — Shri G. B. Singh, Engineering 
Supervisor Telephones, Chandigarh is posted as Offg. 
S.D.O.T. Patiala with effect from 31st October 1960 A.N. 
relieving Shri V, S. Malhotra. 

On relief, Shri V. S. Malhotra is granted earned leave 
for 54 days with effect from 1st November 1960, 

On the expiry of his leave Shri V. S. Malhotra, has re- 
sumed duty as Offg. S.D.O.T,, Patiala with effect from 25th 
December 1960 F.N. relieving Shri G. B. Singh. 

S. R. BHASHYAM 
Postmaster General 
Punjab Circle 

OFFICE OF THE POSTMASTER-GENERAL 
ANDHlfA CIRCLE 

NOTIFICATION 

Hyderabad, the 18 th January 1961 

No. STA-7-554 — Shri M. Rama Rao, Officiating Postmaster 
G.P.O. Hyderabad is granted leave on average pay for 15 
days with effect from 8th January 1961. 

Shri Ganeshi Lai. Officiating Postmaster, Secunderabad 
has been posted to officiate as Postmaster, Hyderabad 
G.P.O. for the above period. 

A, SWAMINATHAN 
Director of Postal Services 
Andhra Circle 

OFFICE OF THE POSTMASTER GENERAL U.P 
CIRCLJE 

NOTIFICATION 
Lucknow, the 17 th January 1961 

No. StaffA 472 LS/I — Shri S. S. Bakshi, officiating 
Superintendent of Posts Offices, Aligarh Division, Aligarh 
is granted leave on average pay Cor fifteen days with effect 
from the afternoon of the 10th January 1961. 


Shri V. J. S. Perianayagam, Senior Superintendent of 
Posts, Agra Division will hold additional charge of Aligarh 
Division without any extra remuneration during the period 
of leave. 

M. R. KRISHNAN 
for Postmaster General, U.P. 

OFFICE OF THE POSTMASTER-GENERAL 
WEST BENGAL CIRCLE 

NOTIFICATION 
Calcutta, the 18th January 1961 

No. SFA/A-179 — Shri M. N. Das, Deputy Divisional Engi- 
neer, Telegraphs, Calcutta West Division (in Telegraph 
Engineering and Wireless Service — Class II), has been 
granted leave on average pay for one month with effect 
from Ihe 16th December 1960. 

MADAN KISHORE 
Postmaster-General 
West Bengal Circle 

OFFICE OF THE GENERAL MANAGER, P. & T. 

WORKSHOPS 

NOTIFICATIONS 
Calcutta, the 13 th January 1961 

No. GMW/SPS-18 — Shri B. N. Sheshadre, Project 
Engineer is granted earned leave for 40 days with effect 
from 14th January 1961. 

No. GMW/SPD-54— Shri B. K, Dutta II, Assistant 
Engineer, Telegraph Workshops, Calcutta is granted 
earned leave for 30 days with effect from 3rd January 1961, 

B. D. SUD 

General Manager, P. & T. Workshops 

Calcutta 1 

OFFICE OF THE CHIEF ACCOUNTS OFFICER, 
TELEGRAPHS STORES AND WORKSHOPS 

NOTIFICATION 
Calcutta, the 17 th January 1961 

No. EP-2/12 — In supersession of this office Notification 
No. EP-2/12, dated 22nd December 1960, Sri P. V. A. 
Varicr, officiating Accounts Officer of the office of the Chief 
Accounts Officer, Telegraph Stores and Workshops, Cal- 
cutta is granted eurned leave for 29 days from 15th 
December 1960 (afternoon) to 13th January 1961 with per- 
mission to suffix Saturday the 14th January 1961 and 
Sunday the 15th January 1961. Certified that on the ex- 
piry of leave Shri P. V. A. Varier resumed duty as offi- 
ciating Accounts Officer in the office of the Chief Ac- 
counts Officer, Telegraph Stores and Workshops, Calcutta 
on 16th January 1961 (forenoon), 

P. B. DAS 

Chief Accounts Officer 

OFFICE OF THE CHIEF CONTROLLER OF TELEGRAPH 

STORES 

NOTIFICATION 
Calcutta, the 16 th January 1961 

No. Q-1602/97 — Shri R, B. Malhotra, an officer in the T.E. 
and W.S., Class I is granted earned leave for 7 days with 
effect from 7th January 1961. 

S. N. RANGANATHAN 

Chief Controller of Telegraph Stores 

Calcutta 


OFFICE OF THE GENERAL MANAGER, CALCUTTA 
TELEPHONES 

NOTIFICATIONS 
Calcutta 1, the 12 th January 1961 

No. SAT-2001 — The General Manager has been pleased 
to grant 10 days earned leave to Shri S. C. Banerjej. offir 
dating Accounts Officer, Calcutta Telephones with effect 
from 8th July 1960 under Rule 9 of Revised Leave Rules, 

V. P. KANETKAR 
Deputy General Manager 
Calcutta Telephones 


Calcutta 1, the 17 th January 1961 

No, SPF-9023 — In continuation of the Notification, dated 
30th November 1960, the General Manager is pleased to 
grant 7 days extension of earned leave to Shri S. D, 
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Mukherjee, Assistant Engineer, Calcutta Telephones with 
effect 1'rom 8th January 111 til with permission to suffix 
Sunday the 15th January 1961 under Rule 9 of the Revised 
Leave Rules, 1933. . 

H. P. MUKHERJEE 
Director of Telegraphs 
Calcutta Telephones 


OFFICE OF THE DIRECTOR GENERAL OF CIVIL 
AVIATION 

NOTIFICATIONS 
New Delhi, the 12t/i January 1961 

No. 15/51/60-ES — On expiry ol the leave granted to him 
in this Department Notification No. 15/51/60-ES, dated the 
16th November I960, Shri J. C, Karnick, resumed charge of 
his duties as officiating Senior Aircraft Inspector in the 
Aeronautical Inspection Office, New Delhi, on the forenoon 
of the 2nd January 1961. 

No. 15/63/60-ES — Shri B. R. Chopra, Aircraft Inspector 
attached to the Aeronautical Inspection Office, Begumpet, 
has been granted earned leave for 45 days with effect from 
the 2nd January 1961 with permission to prefix Sunday 
the 1st January 1961 to his leave. 

The 13 th January 1961 

No. 15/62/60-EC — On expiry of the leave granted to him 
in this Department Notification No. 15/62/60-EC, dated the 
20th December 1960, Shri P. R. Suryanandan resumed 
charge of his duties as Assistant Technical Officer, Aero- 
nautical Communication Station, New Delhi in the after- 
noon of the 31st December 1960. 

No. I5/82/60-EC — On expiry of the leave granted to him 
in this Department Notification No. 15/82/60-EC, dated the 
23rd December 1960, Shri Bhagwan Singh resumed charge 
of his duties as Assistant Communication Officer at Aero- 
nautical Communication Station, Kathmandu, in the fore- 
noon of the 31st December 1960. 

No. 15/114/60-EC— Shri B. A. N. Raju, Assistant Techni- 
cal Officer, Aeronautical Communication Station, Begumpet 
has been granted earned leave for 48 days, with effect from 
the 2nd January 1961. 

On expiry of the leave. Shri B. A. N. Raju is likely to 
be reposted to Begumpet. 

No. 15/118/60-EC — Shri L. P. Singh, Assistant Techni- 
cal Officer, Central Radio Stores Depot, New Delhi, was 
granted earned leave for 17 days, with effect from the 5th 
December 1960. 

On expiry of the leave. Shri L. P. Singh was likely to 
be reposted to New Delhi. 

On expiry of the leave, Shri L. P. Singh resumed charge 
of his duties as Assistant Technical Officer, Central Radio 
Stores Depot. New Delhi, in the forenoon of the 22nd 
December 1960. 

No. 11/9/GO-EC — The following transfers have been 
made : — 


"Hate of 

Serial Name and designation of rulin- 
No. the officer to bo trams- qniah- 
forred mont 


Station to 
which, 
transferred 


Date of 
assump- 
tion of 
charge 


1 Shri T. A. Srrerangan, 5-12-60 Gauhati , . 12-12-00 

Assistant Technical 

OfHoor, Aeronautical 
( communication Station, 

Caloutta. 

2 Shri N. E. Nanu, Assistant 12-12-00 Caloutta . . 20-12-00 

Technical Officer, Aero- 
nautical Communication 
Station, Gauhati. 


No. 15/62/60-EC — The following transfer has been 
mr.de : — 


Name and 

Serial designation of 
No. the officer 
transferred 


Dato ot 

Stall orf/Offiop to which 

Date of 

rolin- 

transferred 

anuump- 

qnish- 


t.imi of 

rnont 


charge 


1 Shri N.N. Gopa- 31-12-00 Office of the Director 31-12-60 

lan, Assistant (A.N.) General of Civil Avia- (A.N.) 

Technical Offi- tion , Now Delhi, 

cor, Aeronauti- 
cal Communi- 
cation Station, 

Now Delhi. 


The 16th January 1961 

No. 15-22/ 60-EII — In continuation of this office Notifica- 
tion of even number, dated the 21st June 1960, Shri M. S. 
Ramachandran was granted an extension of earned leave 
for 5 days with effect from 17th July I960, combined with 
80 days half pay leave and leave not due for 50 days on 
medical grounds. 

On return from Leave Shri M. S. Ramachandran, re- 
sumed charge of the post of Assistant Director of Com- 
munication, Civil Aviation Department, New Delhi on the 
forenoon of 29th November 1960- 

No. 15/94/60EA — On the expiry of the leave granted to 
Shri B. Hajra vide this Department Notification No. 15/94/ 
G0-EA, dated the 11th October 1960, he assumed charge of 
his Office as Senior Aerodrome Officer at the Civil Aero- 
drome, Patna, in the forenoon of the 19lh December 1960. 

No. 15/105/60-EC — Shri M. Krishnamoorthy, Assistant 
Technical Officer, Aeronautical Communication Station, 
Bombay has been granted earned leave for 83 days, with 
effect from the 24th December 1960. 

On expiry of the leave. Shri M. Krishnamoorthy is 
likely to be reposted to Bombay. 

No. 11/3/60-EC — The following transfers have been 
made : — 


Name and 
Serial designation of 
No. the officer 
transferred 


Date of Station /Office to which Date of 

rolin- transferred ftflaump- 

quish- tion 

ment of charge 


iSlu'i I.S. Aliuja, 

26-12-60 

Controller of Oommuni- 

6-1-61 

Controller, 
Central Radio 
Stores Depot, 
Now Delhi. 

(A.N.) 

cation, Calcutta. 

(A.N.) 

Shri G.M. Mo 

6-1 GJ 

Controller, Conlral 

12-1-01 

Sweeny, Con- 
troller of Com- 
munication, 
Calcutta Region, 
Caloutta, 

(A.N.) 

Radio Stores Depot, 
Now Delhi. 

(A.N.) 

Shri A.J. Sri- 

19-12-00 

Deputy Director of 

2-1-01 

vautava, Oon- 
trnllor of Com- 
munication, 
Madras Kogion, 
Madras. 

(A.N.) 

Communication, Civil 
Aviation Department, 
New Dolhi, 

(A.N.) 


The 17 th January 1961 

No. 15/106/60-EC — Shri D. R. Gupta, Assistant Com- 
munication Officer, Aeronautical Communication Station, 
Dum Dum, was granted earned leave for two days, from 
the 19th October 1960 to the 20th October I960, combined 
with commuted leave for 21 days, from the 21st October 
1960 to the 10th November 1960. 

On expiry of the leave, Shri D. R, Gupta was likely to 
be reposted to Dum Dum, 

On expiry of the leave, Shri D. R. Gupta, resumed charge 
of his duties as Assistant Communication Officer, Aero- 
nautical Communication Station, Dum Dum, in the fore- 
noon of the 11th November 1960. 

The 18th January 1961 

No. 15/99/60-EC — On expiry of the leave granted to him 
in this Department Notification No. 15/99/60-EC, dated the 
8lh December I960, Shri Mohd. Yusuf resumed charge of 
his duties as Assistant Communication Officer at Civil 
Aviation Training Centre, Allahabad, in the forenoon of 
the 26th December 1960. 

Ho. 15/100/60-EC — Shri S. P. Chari, Assistant Technical 
Officer, Aeronautical Communication Station, Dum Dum 
has been granted earned leave for 62 days with effect from 
the 9th January 1961. 

On the expiry of the leave. Shri S. P. Chari is likely to 
be reposted to Dum Dum. 

The 19 ih January 1961 

No. 15/65/GOEA — On the expiry of the leave granted to 
Shri R, K. Mazumdar vide this Department Notification 
ko. 15/65/60E.A dated tire 7th September 1960, he assumed 
charge of his office as Assistant Aerodrome Officer at the 
Calcutta Airport, Dum Dum, in the forenoon of the 15th 
December 1960. 

No. 15/98/60KA — Shri G, V. Shandilya, Assistant Aero- 
drome Officer, Calcutta Airport, Dum Dum, was granted 
earned leave for 51 days with effect from the 11th June 
1960. 
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2. On the expiry of leave, Shri Shandilya was likely to 
be reposted to Dum Dum. 

3, On the expiry of leave, Shri Shandilya assumed charge 
of his office as Assistant Aerodrome Officer at the Calcutta 
Airport, Dum Dum, in the forenoon of the 1st August 1960. 

No. 15/100/60EA — On the expiry of the leave granted to 
Shri W. V. B. John, Assistant Aerodrome Officer, Madras 
Airport, Madras, vide this Department Notification No. 
15/100/60EA, dated the 13th October 1960, he assumed 
charge of his office as Assistant Aerodrome Olficer at the 
Madras Airport, Madras in the forenoon of the 19th Decem- 
ber 1960. 

2. The remaining period of leave of 9 days is hereby can- 
celled. 

No. 15/111/60EA — On the expiry of the leave granted to 
Shri G, S. Gill vide this Department Notification No. 15/ 
111/60EA, dated the 14th December 1960, he assumed charge 
of his office as Assistant Aerodrome Officer at Bombay 
(Santacruz) Airport, Bombay in the forenoon of the 16th 
December 1960. 

No. 15/112/60EA — On the expiry of 37 days leave grant- 
ed to Shri Prem Nath vide this Department Notification 
No. 15/112/60EA dated the 19th December 1960, he assum- 
ed charge of his office as Assistant Aerodrome Officer at 
Civil Aerodrome, Agartala in the forenoon of the 21st 
December 1960. 

2. The unexpired period of the leave viz. 8 days is hereby 
cancelled. 

K. M. RAHA 

Director General of Civil Aviation 

INDIA METEOROLOGICAL DEPARTMENT 

NOTIFICATION 

New Delhi 3, the 18 th January 1961 

No. E( 1)00674 — Dr. A. S, Ramanathan, Temporary 
Meteorologist, Grade II in the office of the Director, 
Astrophysicai Observatory, Kodaikanal, was granted 
earned leave for twelve days with effect from the forenoon 
of the 12th December 1960, with permission to prefix holi- 
day on 10th December and Sunday on 11th December 1960 
and suffix restricted holiday on 24th December and Sunday 
on 25th December 1960 respectively, to his leave. 

On the expiry of the leave, Dr. A. S. Ramanathan re- 
sumed duty as Temporary Meteorologist, Grade II in the 
Office of the Director, Astrophysicai Observatory, Kodai- 
kanal, on the forenoon of 26th December 1960. 

P. R. KRISHNA RAO 
Director General of Observatories 

CENTRAL EXCISE COLLECTORATE 

NOTIFICATIONS 
Nagpur, the 13 th January 1961 

No. II(3)l-Con/57/200 — Shri S. B. Mazumdar, officiating 
Superintendent of Central Excise, Class II, Central Excise 
Collectorate, Nagpur is allowed to cross the Efficiency Bar 
at Rs. 590 in the scale of pay of Superintendent of Central 
Excise, Class II, viz. Rs. 35 0 — 25 — 500 — 590 — EB — 30 — 800 — 
EB — 30 — 830 — 35—900 raising his pay to Rs. 620 P.M. with 
effect from 21st January 1961 (Twenty-first January, 
Nineteen Hundred and Sixty-one). 

D. N. KOHLI 
Collector 


Calcutta, the 10th January 1961 

No. 2 — On transfer from Central Excise Collectorate. 
Calcutta and Orissa, Md. Haniff, confirmed Deputy 
Superintendent (Executive), took over charge, on promo- 
tion as officiating Superintendent of Central Excise, Class 
II, of the office of the Superintendent of Central Excise 
(Headquarters), Deputy Collector’s office Jalpaiguri in the 
afternoon of 22nd November 1960 vice Shri S. C. Mukha- 
padhya, Superintendent of Central Excise proceeded on 
leave from that date. 

No. 3 — On being relieved of the charge as Superin- 
tendent of Central Excise and Land Customs (Head- 
quarters), Deputy Collector's office, Jalpaiguri on 14th 
December 1960 (F.N.), Md. Haniff, officiating Superin- 
tendent of Central Excise, Class II, assumed charge of 
the office of the Superintendent of Central Excise, Changra- 
bandha Circle on 17th December 1960 (A.N.) relieving Shri 
N. G. N. Majumdcr, officiating Superintendent of Central 
Excise, Class II. Jalpaiguri Circle, of his additional fharge 
of Changrabandha Circle from that date. 


No, 4 — Shri Charu Chandra Roy, confirmed Superin- 
tendent of Central Excise, Cooch-Behar L.C. Circle, took 
over additional charge of the office of the Superintendent 
of Central Excise, Alipurduur Circle in the afternoon of 
14th December I960 vice Shri H. R, Sircar, officiating 
Superintendent of Central Excise, Class II, Alipurduur 
Circle, proceeded on leave from that date. 

The 13th January 1961 

No. 5 of 1961 — Shri A. K, Das, confirmed Superintendent 
of Land Customs, Divisional Preventive Circle, Class II 
is granted earned leave for 90 days with effect from 5th 
January 1961 to 4th April 1961. 

On expiry of leave he is likoly to return to duty to the 
station from which he proceeded on leave. 

A. K. ROY 

Collector of Central Excise 
West Bengal, Calcutta 


Calcutta, the 17 th January 1961 

No. I— Shri B. C. Roy, officiating Superintendent of Cen- 
tral Excise, Class II is granted earned leave for 72 days 
from 28th December 1960 to 9th March 1961. 

On expiry of leave he is- likely to return to duty to the 
station from which he has proceeded on leave. 

S. P. KAMPANI 

Collector of Central Excise 
Calcutta 


Madras, the 11th January 1961 

No. 6 — Shri R. Kasturi, Superintendent of Central Ex- 
cise, Class II, Pdllachi Circle, retired from service with 
effect from the afternoon of 14th December I960. 

D. R. KOHLI 

Collector 


Poona, the 12 th January 1961 

No. 1/61 — On return from leave, Shri P. J. Advani, 
Permanent Superintendent of Central Excise, Class II, 
Poona Circle resumed charge of his duties as Superin- 
tendent of Central Excise, Class II, Poona Circle on 27th 
December 1960 A.N, relieving Shri M. I. Jamadar, Superin- 
tendent of Central Excise, Class II, Ahmednagar Circle 
who was holding additional charge of Poona Circle, 

B. D. DESHMUKH 
Collector of Central Excise 
Poona 


Bangalore, the 11th January 1961 

No. 35/60 — Shri W. G. Hart, a permanent Superintendent 
of Central Excise, Class II (Administration), Integrated 
Divisional Office, Bangalore has been granted earned leave 
for 60 days from 6th December 1960 to 3rd February 1961. 

2. Shri Hart has been relieved by Shri M, Soma- 
sundaram, Superintendent of Central Excise, Class II, 
Bangalore Town Circle on the Afternoon of 5th December 
1960, to proceed on leave. Shri Somasundaram will hold 
additional charge as Superintendent of Central Excise, 
(Administration) in the Integrated Divisional Office, 
Bangalore, until further orders. 

A. R. SHANMUGAM 
Collector 

COLLECTORATE OF CUSTOMS 

NOTIFICATIONS 
Bombay, the 11th January 1961 

No. 5 — Shri V, D. Singh, officiating Principal Appraiser, 
Bombay Custom House has been granted earned leave for 
20 days with effect from 20th November I960 to 9th 
December 1960 with permission to suffix 10th and 11th 
December 1960 being 2nd Saturday and Sunday res- 
pectively to his leave as an extension to the previous leave 
already granted vide Bombay Custom House Notification 
No. 186/2 5-10-60. 

No. 6— On return from leave Shri V. D. Singh, officiating 
Principal Appraiser, Bombay Custom House assumed 
charge of his duties with effect from 12th December 1960 
(F,N.) in the same capacity in that Customs House. 

No, 7 — Shri G. V. Sohoni, officiating Appraiser, Bombay 
Custom House has been granted earned leave for 75 days 
with effect from the forenoon of 22nd December 1960. 
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No. 8 — Shri D, V. Chachad, officiating Appraiser, Bombay 
Custom House has been granted leave on L.A.P. for 2 
months with effect from 2nd January 1961 with permission 
to prefix 1st January 1961 being Sunday to his leave. 

No. 9 — Shri M. V. S. Prakas Rao, permanent Appraiser, 
Bombay Custom House has been granted earned leave for 
22 days from 6th December I960 to 27th December 1960, as 
an extension to the previous leave already granted to him 
vide Bombay Custom House Notification No, 197, dated 
24th/27th November 1960. 

No. 10 — On return from leave, Shri M. V. S. Prakas Rao. 
Permanent Appraiser, Bombay Custom House has resumed 
charge of his duties with effect from 28th December 1960 
(F.N.) in the same capacity in that Custom House. 

No. 11 — On return from leave Shri C. M. Gidwani, offi- 
ciating Pi'incipal Appraiser, Bombay Custom House 
assumed charge of his duties with effect from 24th 
December 1960 (AN) in the same capacity in that Custom 
House. 


Corrigenda to Notification No. 201, dated 2/7-12-1960 
For: — 

“Earned leave for 45 days with effect from 10th Novem- 
ber 1960 to 24th December 1960 with permission to suffix 
25th December 1960 being Sunday to his leave”. 

Read: — 

“Earned lgave for 45 days with effect from 10th Novem- 
ber 1960 to 24th December 1960.” 

J AS JIT SINGH 
Collector of Customs 


CENTRAL PUBLIC WORKS DEPARTMENT 

NOTIFICATIONS 
New Delhi, the 16th January 1961 

No. 24/215/60-EEIII- -Shri G. G. Ghosh, Surveyor of 
Works in the office of the Superintending Surveyor of 
Works II. C.P.W.D., New Delhi is granted earned leave for 
27 days from 26th December 1960 to 21st January 1961 
with permission to affix 25th December 1960 and 22nd 
January 1961 (Sundays) to his leave. 

The 17 th January 1961 

No. 24/106/60-EEIII— In supersession of this Department 
Notification No, 24/106/60-EEIII, dated 14th November 1960 
Shri B. K. Mazumdar, Executive Engineer (Electrical) pre- 
viously attached to the Central Electrical Division No. II, 
C.P.W.D., Calcutta, was granted extension of earned leave 
for 30 days from 10th September 1960 to 9th October 1960 
in continuation of earned leave for 75 days sanctioned vide 
this Department Notification No 24/106/60-EEIII, dated 
8th July 1960. On return from leave and after availing of 
joining time from 10th October 1960 to 21st October 1960 
he resumed duty as Surveyor of Works (Electrical) in the 
office of the Superintending Surveyor of Works (Electri- 
cal). C.P.W.D., New Delhi, on the forenoon of 22nd October 
1960. 

No. 24/302/58- EfMI — Shri A. Kaushik, Assistant 
Engineer, previously attached to the Srinagar Aviation 
Division, C.P.W.D., Srinagar, was granted leave as follows 
on medical grounds: — 

(i) Special Disability leave for 120 days from 22nd 
November 1950 to 21st March 1959; 

(ii) Earned leave for 120 days from 22nd March 1959 
to 19th July 1959; 

(iii) Commuted leave for 40 days from 20th July 1959 
to 28th August 1959. 

2. This Department Notification No. 24/302/58-EEIII, 
dated 27th June 1960 and dated 6th February 1960 are 
hereby cancelled. 

No. 17/30/80-EEm — The undermentioned Section Offi- 
cers on foreign service to the All India Institute of Medical 
Sciences, New Delhi are given proforma promotion as 
Assistant Engineers in the parent Department under F. R. 
113 with effect from the dates noted against their names, 
until further orders: — 

1. Shri R. N. Garg— 22nd February 1960 A.N. 

2. Shri V. N. Bajaj— 13th April 1960. 

No. 33/18/60-EEIII— The following Section Officers (Elec- 
trical) were appointed to officiate as Assistant Engineers 


(Electrical) in C.E.E.S., Class II, provisionally until further 
orders with effect from the dates noted against their 
names : — 


Date of 

Name of the Officer provi- Division to which posted on 
sioiial promotion 

promo- 
tion 


Sarnaahri 

(«') A.N. Ahluwalia 19-12-00 Central Elect, Divn., No. II, 

(F.N.) Calcutta. 

(ii) Mohindor Singh . . 20-12-00 Air- Conditioning Divn. No. II, 

(A.N.) New Delhi. 


2. Shri R. L. Gupta, Assistant Engineer (Electrical) 
attached to the Air-Conditioning Division No. II, Now 
Delhi, was transferred and posted to the P. & T. Electrical 
Division. New Delhi, with effect from 27th December 1960 
F.N. 

The 18th January 1961 

No. 33/10/61-EEIJI- — On return from leave, Shri J. R. 
Rajani (who was attached to Development Division, New 
Delhi) was transferred to Calcutta Central Circle No, III. 
Calcutta and assumed charge ol the post of Surveyor of 
Works in that Circle on 6th January 1961 (F.N.). 

The 19th January 1961 

No. 24/51/60-EEIII — Shri U. N, Das Gupta, Assistant 
Engineer (retired) previously attached to the Develop- 
ment Division, C.P.W.D., New Delhi was granted earned 
leave preparatory to retirement for 97 days with effect 
from 27th May 1960 to 31st August 1960. 

No. 24/148/60-EEUI — Shri R. L. Vohra, previously 
Executive Engineer (Electrical) attached to the Central 
Electrical Division. C.P.W.D., Madras on reversion as As- 
sistant Engineer (Electrical) was granted earned leave 
for 58 days from 4th September 1960 to 31st October 1960 
in continuation of earned leave for 62 days sanctioned 
vide this Department Notification No. 24/148/60-EEIII 
dated 17th December 1960. 

No. 24/263/60-EEHI— Shri R. ■ K. Duggal, Assistant 
Director of Horticulture, attached to the Horticulture 
Division (South), C.P.W.D., New Delhi is granted earned 
leave for 62 days from 26th December 1960 to 25th Febru- 
ary 1961 with permission to affix 26th February 1961 
(Sunday) to his leave. 

No. 24/267/60-EEHI — Shri C. S. Subramaniam, Assistant 
Engineer previously attached to the Rehabilitation Divi- 
sion No. IV, CPWD, New Delhi, was granted earned leave 
for 37 days from 8th June 1960 to 14th July 1960. 

N. G. DEW AN 
Chief Engineer 


New Delhi, the 19 th January 1961 

No. EST/3(47) — In continuation of this office Notifica- 
tion No, EST/3(47)/11684 dated 6th December 1960, Shri 
D. N. Joshi, Assistant Engineer attached to Delhi State 
Division No, III, Central P.W.D., New Delhi is sanctioned 
20 days earned leave with effect from 28th November 
1960 to 17th December 1960 with permission to prefix and 
suffix Sundays on 27th November 1960 and 18th December 
1960. 

After the expiry of leave Shri Joshi joined the same 
post from which he proceeded on leave, 

V. R. VAISH 
Superintending Engineer 
Delhi State Circle 


New Delhi, the 19 th January 1961 

No. E-3/H(X3I)/1776-80— Shri Ram Saran Dass, Assist- 
ant Engineer attached to ‘H’ Division. CPWD, New 
Delhi, was granted earned leave from 22nd November 
1960 to 3rd December 1960, with permission to suffix 4th 
December 1960 being Sunday. 

On return from leave Shri Ram Saran Dass. Assistant 
Engineer was posted to ‘H’ Division, CPWD, New Delhi 
where he took over charge as Assistant Engineer on the 
forenoon of 5th December 1960. 

N. N. KHANNA 
Superintending Engineer 
First Circle 
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New Delhi 2, the 18 th January 1901 

No. SS W(C)EI/ PF- 126 / 964-68 — S hr i K. M. Asnani, As- 
sistant Surveyor of Works was granted earned leave for 
24 days with effect from 1st December I960, with pernr's- 
sion to suffix Sunday occurring on 25th December 1960 to 
his leave. 

Shri Asnani would have continued to officiate as Assist- 
ant Surveyor of Works tut for his proceeding on leave 
and the leave period will count towards increment. 

P. D. CHAWLA 
Superintending Surveyor of Works 
Central Zone 


New Delhi , the 19th January 1961 

No. SSW(NZ)/PF/458-62/G — On return from 34 days 
earned leave, Shri P. Bhaskar Rao resumed charge as 
officiating Assistant Surveyor of Works, Northern Zone, 
CPWD. New Delhi, on the forenoon of the 9th January 
1961, till further orders, 

K, VUDAYCHALAM 
Superintending Surveyor of Works 

III Zone 

OFFICE ORDER 

New Delhi, the 18th. January 1961 

No. SSW(UT) /PF-43/264 — Shri M. L. Wadhwa, Assist- 
ant Surveyor of Works, Union Territories, Central PWD, 
on return from 11 days earned leave with effect from 28th 
November 1960 to 8th December 1960 has been posted to 
the same post of Assistant Surveyor of Works-Ill, Union 
Territor’es, Central PWD, at the same station from which 
he proceeded on leave. 

DES RAJ 

Superintending Surveyor of Works 
Union Territories 

OVERSEAS COMMUNICATIONS SERVICE 
NOTIFICATION 
Bombay, the 18 th January 1961 

No. 1/93/61-Est. — Shri H. Mendoza, officiating Super- 
visor, Calcutta, has been granted earned leave for 41 days 
with effect from the 19th iiecember 1960, to the 28th 
January 1961, (both days inclusive), with permission to 
affix thereto Sundays the 18th December 1960, and the 
29th January 1961. On the expiry of the leave, Shri 
Mendoza is reposted to the same post at Calcutta. 

P. J. RODGERS 
Director General 


MINISTRY OF TRANSPORT AND COMMUNICATIONS 
Directorate General of Shipping 

NOTIFICATIONS 
Bombay , the 12th. January 1961 

No, 22(8®)-CRA/54 — -Shri B. N. Bhansali, Assistant 
Director, Seamen’s Employment Office, Bombay, has teen 
declared quasi-permanent in the same post with effect 
from the 1st July 1958. 

The 11th January 1961 

No. 35-SV(l)/54 — Shri R. Srinivasan, Regional Officer 
(Sails), Masulipatam, has been granted leave on average 
pay for 21 days with effect from the 5th January 1961 
with permission to affix thereto the holiday on the 26th 
January 1961. 

2. On the expiry of leave, Shri Srinivasan is likely to 
return to the same post at Masulipatam. 

Bombay 1, the 11th January 1961 

No. 139-SH(55)/60— Shri J. S. Gill, officiating Nautical 
Surveyor, Mercantile Marine Department, Bombay, was 
granted earned leave for 6 days with effect from 26th 
December 1960, with permission to affix thereto Sundays 
falling on the 25th December 1960, and 1st January 1961. 

2. On return from leave Shri Gill assumed charge of the 
post of Nautical Surveyor in the Mercantile Mar'ne 
Department, Bombay, from the 2nd January 1961, (fore- 
noon). 

The 18th January 1961 

No. 136-SH(l)/50 — In continuation of this office noti- 
fication of even number, dated the 19th December 1960, 
Shri R. C. Karnick, Ship Surveyor, Mercantile Marine 
Department, Bombay, has teen granted an extension of 
earned leave for 29 days with effect from 14t'h January 
1961, with permission to suffix thereto Sunday the 12th 
February 1961. 


2. On the expiry of leave Shri Karnick is likely to be 
reposted to the same post in Bombay. 

The 19th January 1961 

No. 2(7)-CRA/56 — Shri R, N. Trilokekar, officiating 
Assistant Shipping Master, Bombay, has been granted 
leave on average pay for 60 days with effect from 2nd 
January 1961, with permission to suffix holiday falling on 
Friday the 3rd March 1961. 

On expiry of leave Shri Trilokekar is likely to resume 
charge of the post of Assistant Shipping Master, Bombay. 

No. 2(7)-CRA/56— On transfer from the Seamen’s Em- 
ployment Office, Bombay, Shri S. F. Doss, officiating As- 
sistant Director, Seamen’s Employment Office, Bombay 
took over charge as officiating Assistant Shipping Master. 
Bombuv, on the forenoon of 2nd January 1961, vice Shri 
FI. N. Trilokekar, Assistant Shipping Master, Bombay pro- 
ceeded on leave on average pay on the same date. 

GOVIND H. SETII 
Deputy Director General of Shipping 
for Director General of Shipping 


Kandla Port Project 

Gandhidham (Kutch), the 13th January 1961 

No. 12-GA(l)-82/57(E)-~Shri P. K. Patankar, Pilot, 
Kandla Port was granted earned leave for 41 days from 
the 26th September 1960 to the 5th November I960 with 
permission to prefix and suffix September 25 and Novem- 
ber 6, 1960 being Sundays. 

2. On return from leave Shri Patankar resumed charge 
of the post of Pilot Kandla Port on the forenoon of the 
7th November 1960. 

By order 

R. P. BHARGAVA 

Secretary to the Development Commissioner 

Kandla 


Department of Lighthouses and Lightships 

New Delhi, the 13th January 1961 

No. 4-Adnm(89)/54 — Shri K. K. George, a temporary 
Assistant Engineer (Mechanical) in the Department of 
Lighthouses and Lightships at Calcutta has been granted 
earned leave for 41 days with effect from the 26th Decem- 
ber 1960, with permission to prefix and suffix Sundavs 
thereto on the 25th December 1960 and 5th February 
1961. 

M. L. CHOPRA 
Administrative Officer 
for Director General 

OFFICE OF THE COMMISSIONER OF INCOME-TAX 

NOTIFICATIONS 
Bombay , the 9th January 1961 

No. 83 — On his promotion as Commissioner of Income- 
tax, Grade II vide Central Board of Revenue, New Delhi’s 
order F. No. 27/19/60-Ad.VI, dated 19th November 1960, 
Shri S. H. Bhat, Inspecting Assistant Commissioner of 
Income-tax (Central), Bombay relinquished the charge of 
the office of the Inspecting Assistant Commissioner of 
Income-tax (Central), Bombay in the afternoon of 6th 
January 1961. 

G. S. SRIVASTAVA 
Commissioner of Income-taw 
(Central), Bombay 


Bangalore, the 12th January 1961 

No. 93 — Shri M. J. Mathan, Income-tax Officer, Bellary, 
is granted earned leave for 15 days from 21st January 1961 
to 4th Fabruary 1961 (both days inclusive) with permis- 
sion to suffix the Sunday on the 5th February 1961. On 
expiry of the leave, he is reposted to the same office. 

No. 94 — Shri C. V. Hanumantha Rao, Additional Income- 
tax Officer, Bellary, will hold additional charge of the 
Income-tax Officer, Bellary in addition to his own during 
the leave period of Shri M. J. Mathan or until further 
orders. 

K. D. DHOLAKIA 
Commissioner of Income-tax 
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Nagpur, the 13 th January 1961 

No. 183 — Shri A. C. Mathur, I.R.S., Probationary Income- 
tax Officer (Under Training), at Nagpur, has been granted 
earned leave lor 10 days with effect from 19th December 
to 28th December 1960, with permission to prefix to the 
leave 18th December 1960, being Sunday. 

On return from leave he has been reposted at Nagpur in 
the same capacity, 


days earned leave granted to him under this office Noti- 
fication No. 14. dated 18th May 1960. It was intended to 
repost him to the same charge on expiry of the leave. 

No. 18 — The notification issued under this office No. 164, 
dated 11th October 1960 is hereby cancelled. 

M. H. MIRZA 
Commissioner of Income-tax 
Poona 


P. V. KURUVTLA 
Commissioner of Income-tax 
M.P., Nagpur and Bhandra, Nagpur 


Poona, the 13 th January 1961 

No. 5 — Shri C. G. Joshi, Inspecting Assistant Commis- 
sioner, Range II, Poona, was granted earned leave for 3 
days with effect from 12th December 1960 to 14th Decem- 
ber 1960 with permission to prefix 10th and 11th December 
1960 being closed Saturday and Sunday respectively. It 
was intended to repost him to the same charge on expiry 
of the leave. 

No. 6 — Shri S. M. Shah, Inspecting Assistant Commis- 
sioner, Range I, Poona, was appointed to hold charge of the 
Inspecting Assistant Commissioner, Range II, Poona, in 
addition to his own with effect from 9th December 1960 
(afternoon) during the absence of Shri Joshi on leave. 

No. 7 — On expiry of the leave granted in terms of the 
item No 5 above, Shri C. G. Joshi (I.A.C. on leave) re- 
sumed Charge as Inspecting Assistant Commissioner, Range 
II, Poona, with effect from 15th December 1960 (forenoon) 
relieving Shri S. M. Shah of the additional Charge. 

No. 8 — Shri C. G. Joshi, Inspecting Assistant Commis- 
sioner, Range II, Poona, has been granted earned leave in 
terms of Government of India, Ministry of Finance (De- 
partment of RcvenueVs F. N. 27/2/60-Ad.VI, dated 21st 
July 1960 for 117 days under Rule 7 of the Revised Leave 
Rules, 1933, with effect from 3rd January 1961 to 29th 
April 1961, preparatory to retirement and is permitted to 
retire thereafter. 

No. 9— Shri A. M. L. Hajaila, Income-tax Officer, Wealth- 
tax Circle, Poona, was granted earned leave for 47 days 
with effect from 19th November 1960 to 4th January 1961 
It was intended to repost him to the same charge on 
expiry of the leave. 

No. 10 — Shri P. G. Gandhi, Income-tax Officer, A-Ward, 
Poona, was appointed to hold charge of the Income-tax 
Officer, Wealth-tax Circle, Poona, in addition to his oven 
with effect from 18th November 1960 (afternoon) during 
the absence of Shri A. M. L, Hajaila on leave. 

No. 11— On expiry of the leave granted to terms of the 
item No. 9 above Shri A. M. L. Hajaila, Income-tax Officer 
on leave has been reposted to the Charge of the Income-tax 
Officer, Wealth-tax Circle Poona with effect from 5th 
January 1961 (forenoon) relieving Shri P. G. Gandhi of the 
additional charge. 

No. 12 — Shri S. A. Razvi, Income-tax Officer, C-Ward, 
Poona, was granted earned leave for 13 days with effect 
from 26th December I960 to 7th January 196i with permis- 
sion to affix 25th December 1960 and 8th January 1961 
' being Sundays. It was intended to repost him to the same 
charge on expiry of the leave. 

No. 13 — Shri Y. N. Pawar, Income-tax Officer, E-Ward, 
Poona, was appointed to hold charge of the Income-tax 
Officer, C-Ward, Poona, in addition to his own with effect 
from 24th December 1960 (afternoon) during the absence 
of Shri S. A. Razvi on leave. 

No. 14 — On expiry of the leave granted in terms of the 
item No. 12 above Shri S. A. Razvi, Income-tax Officer on 
leave has been reposted to the Charge of the Income-tax 
Officer, C-Ward, Poona, with effect from 9th January 1961 
(forenoon) relieving Shri Y. N. Pawar of the additional 
charge, 

No, 15 — Shri D. M. Palckar, an Inspector of Income-tax 
has been promoted to officiate as Income-tax Officer Class 
IT and posted as Additional Income-tax Officer, &.H.Q., 
Poona with effect from 31st December 1960 (afternoon) 
relieving Shri M. G. Mahalye of this Charge. 

No. 16 — Shri M. G. Mahalye will continue to hold charge 
of the Income-tax Officer, G.H.Q., Poona, which is now his 
main charge with effect from 31st December 1960 (fore- 
noon), 

^ ^ No. 17 — Shri V. R. Sondur, Income-tax Officer, C-Ward, 
Sholapur has been granted an extension of earned leave 
for one day for 28th May 1960 in continuation of the 26 


Lucknow, the 6th January 1961 

No. 207 — On relief by Shri G, C. Garg, Dr. M. S, Vishwan 
was transferred and posted as Income-tax Officer, Estate 
Duty-eum-Inrome-tax Circle, Lucknow and Additional 
Income-tax Officer. Estate Duty-cum-Income-tax Circle, 
Meerut at Lucknow with effect from 1st July 1960 vice 
Shri 13. D. R. Pandey. 

No. 208 — On relief by Shri M. S. Vishwan, Shri B. D. R. 
Pandey, Income-tax Officer, Estatc-duty-cum-Income-tax 
Circle, Lucknow, Additional Income-tax Officer, Estate- 
dutv-cum-Tncome-tax Circle, Meerut at Lucknow and 
O.S.D., C.I.T.’s Office, Lucknow ceased to hold the charges 
of Income-tax Officer, Estate-dulv-cum-lncome-tax Circle, 
I ucknow and Additional Tncome-trx Officer, Estate-duty- 
cum-Tncome-tax Circle. Meerut at Lucknow with effect 
from 1st July 1960 F.N. 

The above two Notifications are in partial modification 
of this office Notification numbers 85 and 86, dated 6th 
September 1960. 

The 10th January 1961 

No. 2 — Shri R. P. Bhargava, Income-tax Officer, C-Ward, 
Lucknow was granted earned leave for 26 days with 
effect from 1st December 1960. 

2. During the period of leave of Shri R. P. Bhargava or 
until further orders. Shri R. S. Agrrwal, Income-tax Offi- 
cer, D-Ward, Lucknow was appointed to hoM charge of 
the duties of Income-tax OHOer, C-Ward, Lucknow in 
addition to his own. 

3. It is certified with reference to S.R. 6(c)(a) that, on 
expirv of leave as scnctioncd above Shri R, P. Bhargava 
w?s like] v to be reposted to Lucknow from where he had 
proceeded on leave. 

No. 3 — Shri A. S. Thind, Income-tax Officer, Project 
Circle, Meerut was granted earned leave for 8 da’'s w’+h 
effmt from 24 th October 1960 with permission to prefix 
21st October 1960, 22nd October 1960 and 23rd October 
1960 being Restricted Holiday and holidays to the leave, 

2. During the period of leave of Shri A. S. ThirM nr 
until furthe" orders, Shri H. P. Ag"swai, Income-tax Offi- 
cer Specia 1 Survev Circle, Meerut w°s arrpirtp'' to he’d 
oh wrm of the duties of Income-tax Officer, Project Circle, 
Meerpt. 

3. In pursuance of F.R. 26(bb) os introduced lv' th" 1 
Government of Ind : E, Ministry of Finance (Department of 
Revenue). Notification No. E-2(2)-Est.(Spl)/52, dated the 
19th April 1952 it is also certified that he would have 
actually continued to officiate in the post of Income-tax 
Officer but for proceeding on leave from 24th October 
1960 to 31st October 1960. 

4. This notification is issued in partial modification of 
this office Notification No. 200, dated 30th November I960. 

The 11th January 1961 

No-. 4 — Shri Bishamhar Nath. Income-tax Officer, D'strict 
I(V). Kanpur was granted earned leave for 17 da vs with 
effect from 1st December 1960 with r^'-mss-on to suffi't 
18. h December 1960 being Sunday to the leave. 

2. During the period of leave of Shri Bishambar Nath 
or until further orders, Shri S. S. Sikka, Income-tax Offi- 
cer, District I (in), Kanpur was appointed to hold charge 
of the duties of Income-tax Officer, District I(v), Kanpur 
in addition to his own. 

3. It is certified with reference to S.R. 6(c)(a) that, oil 
expiry of leave as sanctioned above Shri Bishambar Nath 
was likely to be reposted to Kanour from where he had 
proceeded on leave. 

V. GOPTNATHAN 
Commissioner of Income-tax 
Uttar Pradesh, Lucknow 


New Delhi, the 18 th January 1S61 

In partial modification of the existing orders on the sub- 
let and in exercise of the powers cenfmre * bv -uV s - Hion 
5) of Section 5 of the Indian Income-tax Act.. 1172 (XT of 
922), the Commissioner of Income-tax. Delhi and Rajas- 
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than, New Delhi, hereby directs that the Addl. Income-tax 
Officer, B-XVI District, New Delhi shall exercise his 
function in respect of only those persons or classes of 
persons who under the existing orders are or will be 
assessees within his jurisdiction whose names beginning 
with alphabets ‘A’ to ‘M’ and all other or such classes ot 
persons with names beginning with alphabets l N’ to ‘Z’ 
shall be assessed by the 1st Add. Income-tax Officer, 
B-XVI District, New Delhi, which Income-tax Circle is 
hereby newly created. 

This Notification shall have effect from 19th January 

1961. 

In pursuance of sub-section (5) of section 5 of the Indian 
Income-tax Act, 1922 (XI of 1922), the Commissioner of 
Income-tax, Delhi & Rajasthan, New Delhi, hereby directs 
that Inspecting Assistant Commissioner of Income-tax 
Range II, New Delhi shall perform all the functions of an 
Inspecting Assistant Commissioner of Income-tax, in res- 
pect of persons or classes of persons or of incomes or 
classes of incomes or in respect of areas in respect of which 
the 1st Addl. Income-tax Officer B-XVI District, New Delhi 
and the Income-tax Officer Private Salary Circle IV per- 
forms their functions as Income-tax Officers. 

In exercise of the powers conferred by sub-section (5) 
of section (5) of the Indian Income-tax Act, 1922 (XI of 
1922) the Commissioner of Income-tax, Delhi & Rajasthan, 
New Delhi, hereby makes the following amendments in 
his Notification No. JB-WT-l(5)/58/148, dated the 28th 
May 1969. 

In the table given below the said Notification, in 
column 3 against the Income-tax Officers mentioned in 
column 2 at S. Nos. 5, 6 & 7 respectively the following 
entries shall be inserted: 

“1st Addl. B-XVI” 

After the words “Addl. B-XVI” and before the 
words “B-XVH” 

“4th Addl. Salary Circle” 

After the words “3rd Addl. Salary Circle”. 

After the figures “& IV” “II, III” after deleting the 
word 

This notification shall come into effect from 19th Janu- 
ary 1961. 

This office Notification dated 2nd January 1961, issued 
under No. Est-l/E-l(ll)/558, dated the 2nd January 1961 
appointing Svs. N. E>. Sanghi, G. Lingamurthy, B. M. 
Kararia. Govind Ram, S. P. Manchanda & K. N. Srivastava 
substantively to permanent posts of Income-tax Officers 
Class II is hereby cancelled. 

In partial modification of this office Notification dated 
2nd January 1961 issued under No. Est-1/E-1( 11)557 dated 
2nd January 1961, Shri M. P. Vasishtha is appointed 
substantively to permanent post of Income-tax Officer, 
Class II, in the grade of Rs. 350 — 25 — 500— 30— 590— EB — 
30 — 800 — EB — 30—830 — 35 — 900 with effect from 22nd 
October 1956 instead of from 1st October 1956. 

The date of confirmation is subject to modification at a 
later stage, if found necessary. 

P, MADHAVA RAU 
Commissioner of Income-tax 
Delhi and Rajasthan 


ORDERS 

Calcutta, the 7th January 1961 

No. A/Cs. 33168/C.T. /2E / 128 / 55-56 — Sri S. Ramaswami, 
Additional Income-tax Officer, Headquarters, Calcutta. 
[Since Income-tax Officer ‘H’ Ward, District IIH2), Cal- 
cutta] is allowed, under the Revised Leave Rules, 1933 
earned leave for 29 days with effect from 18th June 1959 
to 16th July 1959 and thereafter Half Pay Leave for 33 
days with effect from 17th July 1959 to 18th August 1959 
and Extra Ordinary Leave for 1 month and 10 days with 
effect from 19th August 1959 to 28th September 1959. 

It is certified that the officer was likely to return on the 
expiry of his leave, to the post from which he proceeded 
on leave or to a post carrying similar rates of allowances. 

It is further certified that the Officer would have conti- 
nued to officiate in the post of Income-tax Officer, Class II. 
but for his proceeding on earned leave from 18th June 1959 
to 16th July 1959. 

The 9th January 1961 

No. A/Cs. 33245 / C.T./2E/76/ 60-61 — Shri A. Sinha, 
Income-tax Officer, ‘A’ Ward, District V(l), Calcutta is 
allowed, under the Revised Leave Rules, 1933 earned leave 
for 9 days with effect from 16th December 1960 to 24th 


December 1960, with permission to affix Sunday and Holi- 
day on 25th December 1960 and 26th December 1960 res- 
pectively to the leave. 

It is certified that the officer was likely to return, on 
the expiry of his leave, to the post from which he pro- 
ceeded on leave or to a post carrying similar rates of 
allowances. 

No. A/cs. 33246/ C.T./2E /110 / 56-57 — In continuation of 
this office order No. A/cs. 21844/C.T./2E/110/56-57, dated 
10th October 1960, Shri D. S, Ganguly, Income-tax Officer, 
‘H’ Ward, District 1(1) Calcutta, is allowed, under the Re- 
vised Leave Rules, 1933, an extension of earned leave for 
15 days with effect from 27th September 1960 to 11th Octo- 
ber 1960. 

It is cetrified that the officer was likely to return, on 
the expiry of his leave, to the post from which he pro- 
ceeded on leave or to a post carrying similar rates of 
allowances. 

The 11th January 1961 

No. A/cs. 33427 / C.T. / 2E/ 19/ 58-59 — In continuation of 
this office Order No. A/c. 24531/C.T./2E/19/58-59, dated 
1st November 1960, Sri V. P. Gupta, Income-tax Officer, 
‘H’ Ward, District V(I), Calcutta, is allowed, under the Re- 
vised Leave Rules, 1933, an extension of earned leave for 
36 davs with effect from 1st November 1960 to 6th Decem- 
ber 1960. 

It is certified that the officer was likely to return, on 
the expiry of his leave, to the post from which he pro- 
ceeded on leave or to a post carrying similar rates of 
allowances. 

The 13 th January 1961 

No. E/34278/C.T./2E-5/60-61 (PtH)— 1. (a) Sri T. V. 

Ramakrishna, Income-tax Officer, ‘B’ Ward, Companies 
District TV is, with effect from the afternoon of 13th 
January 1961, appointed to hold the charge of Income-tax 
Officer, ‘A’ Ward, Companies District IV, vice Sri S. N. 
Sen promoted as Appellate Assistant Commissioner under 
C.B.R.’s order F. No. 27/18/60-Ad.VI, dated 23rd December 
1960. 

(b) Sri Ramakrishna will also.hold the charge of I.T.O. 
‘B’ Ward of the same district until relieved by Sri H. C. 
Sharma. 

2. Sri Ramendra N. Mitter, Inspector of Income-tax, who 
has been promoted by the C.I.T. W-B and A. & N. Islands 
as an Income-tax Officer and whose services have been 
placed at my disposal is, with effect from the date he 
reports here for duty, posted as Income-tax Officer, 'I' 
Ward, District 1(2) vice Sri N. M. Sanyal, transferred. 

3. On relief, Sri N. M. Sanyal, Income-tax Officer, is 
transferred and posted as I.T.O,, ‘D’ Ward District 1(2), 
vice Sri L. K. Balasubramanian, transferred. 

4. On relief, Sri L. K .Balasubramanian, Incorrie-tax 
Officer, is transferred and posted as Income-tax Officer, ‘ J’ 
Ward, Companies District II, vice Sri H. C. Sharma, trans- 
ferred. 

5. On relief, Sri H. C. Sharma, Income-tax Officer, is 
transferred and posted as Income-tax Officer ‘B’ Ward, 
Companies District IV relieving Shri T. V. Ramakrishna, 
I.T.O., A Ward of the district of the additional charge. 

6. Sri Kulendra M. Mukherjee, Inspector of Income-tax 
who has been promoted as an Income-tax Officer by the 
C.I.T. W-B and A. & N. Islands and whose services have 
been placed at my disposal is, with effect from the date 
he reports here for duty, posted as Income-tax Officer, ‘C' 
Ward District 1(1) vice Sri S. K. Roy, transferred. 

7. On relief, Sri S. K. Roy, Income-tax Officer, is trans- 
ferred and posted as Income-tax Officer, ‘G’ Ward, Com- 
panies District II, relieving Sri P. S. Gopalakrishnan, 
Income-tax Officer, ‘A’ Ward District 11(1) of the additional 
charge. 

8. Sri Nirmal Ch. Chakravorty, Inspector of Income-tax, 
who has been promoted as an Income-tax Officer by the 
C.I.T. W-B and A. & N. Islands and whose services have 
been placed at my disposal is, with effect from the date 
he reports here for duty, posted as Income-tax Officer, ‘E’ 
Ward, District V(2) relieving Sri A, K. Sen, Income-tax 
Officer, ‘F’ Ward of the same district of the additional 
charge. 

9. Sri Tridib K. Sen, Inspector of Income-tax who has 
been promoted as an Income-tax Officer by the C.I.T. W-B 
and A. & N. Islands, and whose services have been placed 
at my disposal is, with effect from the date he reports 
here for duty, posted as Income-tax Officer, ‘L’ Ward, Dis- 
trict in (2) vice Sri Balaram Banerjee, transferred. 
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10. On relief, Sri Balaram Banerjee, Income-tax Officer, 
is transferred and posted as Income-tax Officer, ‘C’ Ward, 
S.S.C. IV, relieving Sri M. C. Mech of his charge of the 
'C' Ward of the district. 


Income-tax, West Bengal and the Andaman and Nicobar 
Islands, hereby appoints. 


Name and designation Attached to the office oj the 


Shri Mech will continue to hold the charge of ‘A’ Ward, 
S.S.C. IV, until further orders. 

11. Sri Aswini Kr. Das, Inspector of Income-tax, who 
has been promoted as an Income-tax Officer by the C.I.T. 
W-B and A. & N. Islands and whose services have been 
placed at my disposal is, with effect from the date he 
reports here for duty, posted as Income-tax Officer, ‘F’ 
Ward, District 111(2) vice Sri Jadunath Prosad, trans- 
ferred. 

12. On relief, the services of Sri Jadunath Prosad, 
Income-tax Officer, is placed at the disposal of the C.I.T. 
W-B and A. & N. Islands. 

13. Sri S. D. Ghosal, Income-tax Officer, whose services 
have been placed at my disposal by the C.I.T. W-B and 
A. & N. Islands is, with effect from the date he reports 
here for duty, posted as Income-tax Officer ‘F’ Ward, Dis- 
trict 11(1) vice Sri Sushanta Kumar Mukherjee, trans- 
ferred. 

14. On relief, the services of Sri Sushanta Kumar 
Mukherjee, Income-tax Officer, are placed at the disposal 
of C.I.T. W-B and A. & N. Islands. 


H. P. SHARMA 

Commissioner oj Income-tax 
Calcutta 


Calcutta, the 5th January 1961 

No. A/cs. 32913/C.T./2E/72/59-60 — Sri Anil Kumar 
Majumdar, Income-tax Officer, ‘C’ Ward, Midnapore is 
allowed, under the Revised Leave Rules, 1933, earned leave 
for 20 days with effect from 17th October 1960 to 5th 
November 1960 with permission to prefix Sunday on 16th 
October 1960 to the leave. 

It is certified that the officer was likely to return, on 
the expiry of his leave, to the post from which he pro- 
ceeded on leave or to a post carrying similar rates of 
allowances. 

It is further certified that the officer would have conti- 
nued to officiate in the post of Income-tax Officer, Class II, 
but for his proceeding on earned leave from 17th October 
1960 to 5th November 1960. 


1 Shri Hkyamalendu Banor- 
jeo, luuportov (Only 
Grade). 

a „ A aim K. .Roy, Inspec- 
tor (Ordy. dradoj. 

3 „ Kulendra M. Mukher- 

jee, Inspector 

(Senior Grade). 

4 „ Nirmla Ch. Chakra- 

borty, InBpeotor 
(Senior Urado). 

6 „ Tridib K. Hen, Inspec- 

tor (Ordy. Grade). 

6 „ Sambhu Ch. Ghosh, 

Inspector (Ordy. 
Grade). 

7 „ Aswini it. Das, Ins- 

pector (Ordy. Grado). 

8 „ Ramendra N. Milter, 

Inspector (Ordy. 
Grade). 

9 „ dopinath Roy, Inspec- 

tor (Ordy. Grado), 

10 „ Arun Kumar Moitra, 

Inspector ( Ordy. 
Grade). 

11 „ T.V. Vergheee, Inspec- 

tor (Ordy, Grade). 


Commissioner of Income-tax, Weat- 
Beugal and the Andaman and 
tjioobar Islands. _ ( k 
Inspecting Asbistant Commissioner of 
Income-tax, Range 1, Calcutta. 
Income-tax Ulhcer, Howrah. 


Inoomo-tax Offloer, Companies 
Dial. III. 

Commissioner of lnoome-tax, West- 
Bengal and the Andaman and 
Nieobar Islands. 

Do. 


Do. 

Do. 


income-tax Officer Dist IU-A. 
Income-tax Officer, 24-Parganas. 


Inspecting Assistant Commissioner 
of Income-tax, Range VII, Cal- 
cutta. 


as Income-tax Officers, Class II, with effect from the date 
they report for duty. 

2. Accordingly, 

1. Shri Shyamalendu Banerjee. 

2. Shri Asim K. Roy. 

3. Shri Kulendra M. Mukherjee. 

4. Shri Nirmal Ch. Chakravorty. 

5. Shri Tridib K. Sen. 

6. Shri Sambhu Ch. Ghosh. 

7. Shri Aswini K. Das. 

8. Shri Ramendra N. Mitter. 

9. Shri Gopinath Roy. 

10. Shri Arun Kumar Moitra. 
and 11. Shri T. V. Verghese. 

are, with effect from tho date they report for duty, ap- 
pointed to officiate as temporary Income-tax Officers, Class 
IT, m the Income-tax Department, West Bengal, in the scale 
of pay of Rs, 350— 25— 50U— 30— 590— EB— -30— 800— -EB— 30— 
830—35—900. 


No. A/cs. 32914/C.T./2E/18/59-60 — Sri S. Y. Rajc 
Pandhare, Income-tax Officer, ‘D’ Ward, District III(I), Cal- 
cutta, is allowed, under the Revised Leave Rules, 1953, 
earned leave for 18 days with effect from 7th December 
1960 to 24th December 1960, with permission to affix 
Sunday and Holiday on 25th December I960 and 26th 
December 1960 respectively to the leave. 

It is certified that the officer was likely to return, on 
the expiry of his leave, to the post from which he pro- 
ceeded on leave or to a post carrying similar rates of 
allowances. 

It is further certified that the Officer would have conti- 
nued to officiate in the post of Income-tax Officer, Class I, 
Grade II, but for his proceeding on earned leave from 7th 
December 1960 to 24th December I960. 

The 9th January 1961 

No. A/c. 33289 / C.T./2E / 118/ 58-59 — In continuation of 
this office order No. A/c. 11303/C.T./2E/1I8/58-59, dated 
15th June 1960, Sri K. C. Sanyal, Income-tax Officer, ‘A’ 
Ward, Jalpaiguri (since Resigned) is allowed under the 
Revised Leave Rules, 1933 an extension of Half Pay Leave 
for 29 days with effect from 15th July I960 to 12th August 
1960, with permission to affix closed Saturday, Sunday and 
Holiday on 13th, 14th and 15th August 1960 respectively, 
to the leave. 

The 13th January 1961 

No. E/34235/C.T./2E/24/59-60 — In exercise of the powers 
confered by sub-section (5) of Section 5 of the Indian 
Income-tax Act, 1922 (XI of 1922), the Commissioner of 


3. These appointments are made on a purely temporary 
and provisional basis and will confer on them no claim 
either for retention or seniority-vis-a-vis other promotees 
and are liable to termination without notice. The officers 
are also warned that they will be liable to reversion at 
any time if after a review of the vacancies it is found that 
their appointments are in excess of the vacancies avail- 
able for promotees or direct recruits become available for 
replacing them. 

No. E/ 34236/ C.T./2E / 24 / 59-60 — In exercise of the powers 
conferred under sub-section (5) of Section 5 of the Indian 
Income-tax Act, 1922 (XI of 1922) 1 hereby direct that— 

1. Shri Shyamalendu Banerjee. 

2. Shri Asim Kumar Roy. 

3. Shri Kulendra Mohan Mukherjee. 

4. Shri Nirmal Chandra Chakraborty. 

5. Shri Tridib Kumar Sen. 

6. Shri Sambhu Chand Ghosh. 

7. Shri Aswini Kumar Das. 

8. Shri Ramendra Nath Mitter. 

9. Shri Gopinath Roy. 

16. Shri Arun Kumar Moitra. 

11. Shri T. V. Verghese. 

on their appointment as Income-tax Officer, Class II, shall 
perform all the functions of an Income-tax Officer under 
the said Act in respect of such persons or classes of per- 
sons or of such income or classes of income or in respect 
of such areas as may be allocated to them from time to 
time. 
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(4) Sri Aswini Kr, Das. 


No. E/34237/C.T./2E/5 .''60-SI; P.3.) — In addition, to his 
own duties and until further orders, Shri K. B. Narsimham, 
Income-tax Officer, ‘E’ Ward, Companies District III, Cal- 
cutta, has, with efl'ect Dom the afternoon of the 9th 
December 1960, been appointed to assume the charge of 
the Income-tax Officer, T Ward, Companies District III, 
Calcutta. 

No. E/34238/C.T./2E/2U59-60— 1. Sri Ashim Roy, on pro- 
motion as Income-tax Officer, C'ass II is posted as Income- 
tax Officer, ‘L‘ Ward, Companies District T, Calcutta re- 
lieving Sri A. K. Jana, Income-tax Officer, ‘G’ Ward of the 
district of the additional charge. 

2. Sri Shyamalendu Bancrjce, on promotion as Income- 
tax Officer, Class II is posted as Income-tax Officer, ‘E’ 
Ward, 24 Parganas vice Sri P, N. Jhingon transferred. 

3. On relief, Sri F. N. Jhingon, Income-tax Officer is 
transferred and posted as Income-tax Officer, ‘B’ Ward, 
Howrah relieving Sri M. L. Sen, Income-tax Officer ‘A’ 
Ward of the district of the additional charge. 

4. Sri Sushanta Mukherjee, income-tax Officer whose 
services are being placed at my d’sposal by the commis- 
sioner of Income-tax, Calcutta, is transferred and posted 
as Income-tax Officer, 'C VWrd, Darjeeling Income-tax 
Circle, Silig'uri, relieving Sri S. C. Dey, Income-tax Offi- 
cer, ‘B’ Ward of the same circle of the additional charge. 

5. Sri Gopi Nath Roy, on promotion as Income-tax Offi- 
cer, Class II is ported as Tnmrr.c-tux Officer, ‘ID’ Ward, 
Darjeeling Income-tax Circle, SUiguri, relieving Sri S. C. 
Dey, Income-tax Officer, ‘B’ Ward of the same Circle of 
the additional charge. 

6. On return from leave, the services of Sri S. D. 
Ghosal, Income-tax Officer are placed at the disposal of 
the Commissioner of Income-tax Calcutta. 

7. Sri Sambhu Chand Ghosh, on promotion as income- 
tax Officer, Class II is posted i s Income-tax Officer, ‘L’ 
Ward, District VI, Calcutta relieving Sri A. R, Kov. 
Income-tax Officer ‘G’ Ward of the district of the additional 
charge. 

8. Sri T. V. Vergil- se, on promo' inn as Income-tax Offi- 
cer, Class II is posted ss Income-tax Officer, ‘G’ Ward. 
District 11(2), Calcutta vice Sri V. Ramachandran trans-' 
ferred. 

9. On relief, Sri V. Ramachandran, Income-tax Officer 
is posted as Income-tax Officer, ‘E’ Ward, District 11(2), 
Calcutta relieving Sri S. D. Kulkarni of this charge. 

10. On relief. Sri S. D. Kulkarni, Income-tax Officer will 
continue to hold the charge of Income-tax Officer, T Ward, 
District 11(2), Calcutta. 

11. Sri Arun Kr. Moitra, on promotion as Income-tax 
Officer, Class II is posted as Ticomo-tsx Officer, C Ward, 
Burdwan relieving Sri B. C. jJutta, Income-tax Officer, ‘A’ 
Ward, Burdwan of the additional charge. 

12. Sri K. K. Mazurndar, Income-lax Officer, ‘A’ Ward, 
Jalpa'.guri Income-tax Circle, Jal paiguri, is, with imme- 
diate ell'ect, appointed to held the charge of income-tax 
Officer, ‘B’ Ward of the same Circle vice Sri M. K. Sen 
transferred. 

13. On relief, Sri M. K. Sen, Income-tax Officer, is trans- 
ferred and posted as Income-tax Officer, ‘E’ Ward, Non- 
Companies (Income-tax Cum Excess Profits Tax), District 
T. Ca’ cults relieving Sri K. C. Srivastava, Income-tax Offi- 
cer, 'A' Ward of the district of the additional charge. 

[This cance’s items 5 and 6 of this office order No. E/ 
27j53/C.T./2E/5/6iMil(Ft.I), dated 25th November I960.] 

14. In supcrsess’on of para 2 of this office order No. E/ 
22411/C.T./2E/8/£iO-Ul, dated 12th October I960, Sri A. B. M. 
Saleh, Income-tax Officer is, on return from leave, posted 
as Income-tax Officer ‘B’ Ward, Jalpaiguri Income-tax 
Circle, Jalpaiguri relieving Sri K. K. Mazurndar, Income- 
tax Officer, ‘A’ Ward of the same Circle of the additional 
charge. 

15. Sri Jadu Nath Prasad, Income-tax Officer, whose ser- 
vices are being placed at my disposal by the Commis- 
sioner ol Income-tax. Calcutta, is posted as Income-tax Offi- 
cer, ‘I’ Ward, Clerf. Ill, ‘Calcutta uelieving Sri K. B. 
Natasingham, Income-tr.x Officer ‘E’ Ward, Companies 
District III, Calcutta of the additional charge. 

16. The services of the I'nllov ing Inccme-tax Officers 
a-e, with immediate ell'ect. placed at the disposal of the 
Commissioner of Income-lax, Calcutta; — 

(1) Sri Kulendra Mohan Mukherjee. 

(2) Sri N. C. Chakravorty. 

(3) Sri Tridib Kr. Sen. 


(5) Sri Ramendra Nath Mitter. 

The l&lh January 1961 

No. A/c. 33101/C.T./2E/103/60-61— Sri Sudhir Kumar 
Roy, Income-tax Officer, ‘B’ Ward, District VI, Calcutta is 
allowed, under the Revised Leave Rules, 1933 earned leave 
for 41 days with effect from 19th September 1960 to 29th 
October I960, with permission to prefix Sunday on 18th 
September 1960, to the leave. 

It is certified that the Officer was likely to return on the 
expiry of his leave to the post from which he proceeded 
on leave or to a post carrying similar rates ol allowances. 

No. A/cs. 33954/C.T./2E/45/56-57 — In continuation of this 
office order No. A/cs. 16009G/C.T./2E/45/56-57, dated 5th 
August 1960, Sri V. Ramachandran, Income-tax Officer, ‘G’ 
Ward, District 11(2), Calcutta is allowed, under the Revised 
Leave Rules, 1933 an extension of earned leave for 18 
days with effect from 3rd July 1960 to 20th July 1960. 

It is certified that the officer was likely to return on 
the expiry ol his leave, to the post from which he pro- 
ceeded on leave or to a post carrying similar rates of 
allowances. 

No. A/cs. 33955 / C.T, / 2E / 94 / 56-57 — Sri N. K. Mitra, 
income-tax Officer, ‘L’ Ward, Company District I, Calcutta 
is allowed, under the Revised Leave Rules, 1933 earned 
leave for 90 days with effect from 19th November 1960 to 
16th February 1961. 

It is certified that the officer is likely to return on the 
expiry of his leave, to the post from which he proceeded 
on leave or to a post carrying similar rates of allowances. 

It is further certified that the Officer would have conti- 
nued to officiate in the post of Income-tax Officer, Class II. 
but for his proceeding on earned leave from 19th Novem- 
ber 1960 to 16th February 1961. 

No. A/cs. 33956/C.T./2E/ 114/ 59-60 — In continuation of 
i his office order No. A/cs. 17730/C.T./2E/ 114/59-60, dated 
20th August 1960, Sri B. N. Bhattacharya, Income-tax Offi- 
cer, ‘B’ Ward. Central Salaries Circle, Calcutta (Since 
Income-tax Officer, ‘F’ Ward, District III(A), Calcutta), is 
allowed, under the Revised Leave Rules, 1933, an exten- 
sion of earned leave for 23 days with effect from 13th 
March 1960 to 4th April 1960 and thereafter Half Pay 
Leave for 25 days with effect from 5th April 1960 to 29th 
April 1960, with permission to affix closed Saturday and 
Sunday on 30th April I960 and 1st May 1960 respectively 
to the leave. 

it is further certified that the Officer would have conti- 
nued to officiate in the post of Income-tax Officer, Class II, 
but for his proceeding on earned leave from 13th March 
1960 to 4th April 1960. 

P. T. RANADIVE 

Commissioner of Income-tax 
West Bengal and the Andaman and Nicobar Islands 

CENTRAL WATER AND POWER COMMISSION 
(Water Wing) 

NOTIFICATIONS 

Neva Delhi, the 13 th January 1961 

No. 38/160/59-Adm.I— In continuation of this Commis- 
sion’s Notification No. 38/160/59-Adm.I, dated the 26th 
November 1960, Shri G. F. Lulla, Assistant Engineer, 
Contour Survey Sub-division, Barwaha, Narmada Investi- 
gation Division, Central India and Deccan Rivers Circle, 
Central Water and Power Commission was granted an ex- 
tension of earned leave for 2 days from the 10th Novem- 
ber 1960 to the 11th November I960, with permission to 
suffix the closed holiday on the 12th November I960 and 
Sunday on the 13th November 1960 to the leave. 

2. Shri B. V. Narayanaswamy, Assistant Engineer, 
Barwaha Dam Investigation Sub-division held dual charge 
ol Contour Survey Sub-division, in addition to his own 
duties during the leave period of Shri G. F. Lulla, Assistant 
Engineer. 

3. On the expiry of the leave, Shri G. F. Lulla resumed 
charge of the office of Assistant Engineer, Contour Survey 
Sub-division, Barwaha, Narmada Investigation Division, 
Central India and Deccan Rivers Circle, Centra] Water 
and Power Commission (Water Wing), with effect from the 
14th November I960 (forenoon) and relieved Shri B. V, 
Narayanaswamy, Assistant Engineer of the dual charge 
with effect from the same date and time. 

The 14 th January 1961 

No. 38/123/58-Adm.I — Shri P. P. Vaidyaraman, Assist- 
tant Research Officer, Central Water and Power Research 
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Station, Poona, was granted earned leave lor 4 days from 
the 13th December 1960 to the 16th December 1960, both 
days inclusive. 

2. On the expiry of leave, his services were transferred 
to the Ministry of Irrigation and Power. 

3. This Commission’s notification No. 38/123/58-Adm,I, 
dated the 2nd January 1961 is hereby cancelled. 

The 17 th January 1961 

No. 38/1 36/59- Adm.I — Shri C. Sudhindra, Assistant Re- 
search Officer, Central Water and Power Research Station, 
Poona, was granted earned leave for 17 days trom the 
12th December 1960 to the 28th December 1960, with per- 
mission to prefix the closed holiday on the 10th Decem- 
ber 1960, and Sunday on the 11th December 1960, to the 
leave. 

2. On the expiry of the leave, Shri Sudhindra was 
transferred to the Ministry of Irrigation and Power. 

No. 38/259/GO- Adm.I — Shri T. V. Pratinidhi, Assistant 
Research Officer. Central Water and Power Research 
Station, Poona, was granted earned leave for 44 days from 
the 17th- November 1960 to the 30th December 1960, both 
days inclusive. 

No. 38/lG2/59-Adm.I — Consequent upon his appoint- 
ment to the post of' Executive Engineer Shri L. G. 
Chandnani relinquished charge of the office of Assistant 
Engineer, Sibsagar Sub-Division of River Investigation 
Division, Dibrugarh, Assam Investigation Circle. with 
effect from the afternoon of 17th November 1960. 

Shri P. L. Gursahani, Assistant Engineer, North 
Lakhitnpur Sub-Division, will hold additional charge of 
Sibsagar Sub-Division until further orders. 

No. 38/256/60-Adm.I — The Chairman, Central Water and 
Power Commission, is pleased to appoint Shri S. D. V. 
Ramakrishna Sharma as Assistant Engineer in the Central 
Water and Power Commission in the scale of Rs. 350 — 25 — 
500— 30— 590— EB— 30— 800— EB— 30— 830— 35— 900/- on a 
nurely temporary basis with effect from the forenoon of 
the 29th November 1960, until further orders. 

Consequent upon his appointment Shri S. D. V. 
Ramakrishna Sharma took over charge of the office of 
Assistant Engineer Investigation Sub-Division No. II. Rai 
Ganj of Investigation Division No. I, Investigation Circle 
No. II, with effect from the forenoon of the 29th Novem- 
ber 1960. 

The 18th January 1961 

No. 34/13/60-Adin.I — On the expiry of the leave and 
after availing joining time, Shri G. M. Khubchandani as- 
sumed charge of the Office of Executive Engineer, Liaison 
and Investigation Division, Jammu of Investigation Circle 
No. I. with effect from the forenoon of 29th December 
1960. 

The 19 th January 1961 

No. 38/59/57-Adm.I — Shri P. M. Advani, Assistant Re- 
search Officer, Central Water and Power Research Sta- 
tion, Poona, was granted earned leave for 7 days from the 
1st October 1960 to 7th October 1960, with permission to 
prefix the closed holiday on the 30th September 1960, and 
suffix the closed holiday on the 8t'h October 1960, and 
Sunday on the 9th October 1960, to the leave. 

2. On the expiry ol the leave Shri P. M. Advani resumed 
charge of the post of Assistant Research Officer, Central 
Water and Power Research Station, Poona with effect 
from the 10th October 1960 (forenoon). 

No. 38/158/59-Adm.I — Shri B, L. Kapoor relinquished 
charge of the office of Assistant Engineer, Flood Investi- 
gation Division Ranchi of Ganga Basin Circle, Central 
Water and Power Commission with effect from the 31st 
October 1960 (afternoon). 

2. Consequent on his transfer Shri B. L. Kapoor assumed 
charge of the office of Assistant Engineer, InvesFgation 
Division No. II at Malda of Investigation Circle No. II, 
Central Water and Power Commission with effect from 
the lOtli November 1960 (forenoon). 

No. 38/218/60-Adm.I — After expiry ol‘ leave for 17 
days from the 15th December 1960 to the 31st December 
1960, Shri G. V. Subba Rao resumed charge of the office 
of Extra Assistant Director in the Central Water and 
Power Commiss : on with effect from the afternoon of 31st 
December 1960. 

No. 38/258/60-Adm.I — After expiry of leave from 1st 
December 1960 to 24th December 1960 with permission to 
suffix Sunday the 25th December 1960, Shri A. N. Malhotra 


resumed charge of the office of Assistant Research Officer 
in the Central Water and Power Commission with effect 
from the forenoon of 26th December 1960. 

P. S. VISVANATHAN 
Administrative Officer 
for Chairman, C.W. & P. Commission 


(Power Wing) 

Simla 4, the 17 th January 1961 

No, 8/3/60-ADM.I — Shri G. K. Purkayastha, Extra 
Assistant Director was transferred from the Regional Load 
Survey Office. Calcutta to the Regional Load Survey 
Office, Meerut with effect from the afternoon of the 23rd 
December 1960. He took over charge of the post of Extra 
Assistant Director at Meerut on the forenoon of the 4th 
January 1961. 

No. 4/51/GO- Adm.I — Shri M, M, Turabi, an officiating 
Assistant Director in the Central Water and Power Com- 
mission (Power Wing) was granted earned leave for 12 
days with effect from the 20th December 1960 with per- 
mission to affix Sunday the 1st January 1961. 

2. On return from leave. Shri M. M, Turabi resumed 
charge of the post of Assistant Director in the Central 
Water and Power Commission (Power Wing) on the fore- 
noon of the 2nd January 1961. 

The 18th January 1961 

No. 3/65/60-Adm.I — The Chairman, Central Water and 
Power Commission hereby extends the tenure of provi- 
sional appointment of the following Extra Assistant 
Directors for the further period upto the 30th June 1961, 
or till the nominees of U.P.S.C, become available, which- 
ever is earlier: 

1. Shri D. L. Gulati. 

2. Shri Jatindera Singh. 

3. Shri M. S. Ahluwalia. 

4. Shri G. K. Purkayastha. 

5. Shri K. Venkataraman. 

6. Shri M. L. Malik. 

7. Shri Jagmohan Laul. 

8. Shri Mohan Inder Singh 

9. Shri G, Y. Dewaji, 

10. Shri S. C. Bahl. 

11. Shri R. K. Khanna. 

12. Shri B. K. Ummat. 

No. 4/124/60-Adm.I — On return from leave, Shri K. 
Sreedhara Rao resumed charge of the post of Deputy 
Director in the Central Water and Power Commission 
(Power Wing) with effect from the forenoon of the 9th 
January 1961. 

The 20 th January 1961 

No. 18/51/60-Adm.I— The services of Shri R. S. Pandey, 
Extra Assistant Director in the Central Water and Power 
Commission (Power Wing) were placed at the disposal of 
the Manipur Administration with effect from the after- 
noon of the 6th January 1961, for appointment as Assist- 
ant Engineer (Electrical) until further orders. 

M. M. DHAWAN 

Administrative Officer 
for Chairman 


MINISTRY OF RAILWAYS 
Research Designs and Standards Organisation 
NOTIFICATIONS 
Simla 2, the 17 th January 1961 

No. APA/33 — Shri A. K, Srivastava, Offg. Deputy Direc- 
tor (Oscillation Trials), in the Research Directorate of 
the Research Designs and Standards Organisation, 
Lucknow, was granted leave on average pay for 9 days 
from 17th October 1960 to 25th October 1960, on the expiry 
of which he resumed duty as Deputy Director (Oscillation 
Trials) on the afternoon of 25th October 1960. 

QURBAN SINGH 
Director General 
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(Railway Board) 

New Delhi, the 13 th January 1961 

No. 60/W4/CNL/N/9— It is hereby notified for general 
information that the Ministry of Railways (Railway 
Board) have sanctioned Preliminary Engineering and 
Tralllc Survey to be carried out by the Northern Railway 
for a Broad Gauge Railway line to connect Singrauli Coal- 
fields with Pipri, a distance of about 40 miles. 

The survey will be known as Pipri-Singrauli Coalfields 
Preliminary Engineering and Traffic Survey. 

D. V. REDDY 
Secretary, Railway Board 

RAILWAY ELECTRIFICATION 

NOTIFICATIONS 
Calcutta, the 16th January 1961 

No. RE/E/GAZ/1/27— Sri C. M. Joseph, District Signal 
and Tele-communication Engineer, Railway Electrification, 
Asansol was granted leave on average pay for 25 days 
from 14th December 1960 to 7th January 1961 with per- 
mission to affix Sunday on 8th January 1961. He resumed 
duty on 9th January 1961 (F.N.) in the same post and 
place. 

V. PARTHASARATHY 
for General Manager and Chief Engineer 

Calcutta, the 18th January 1961 

No. RE/E/ GAZ/1/21 — Shri M. S. Mohan, officiating 
Executive Engineer, w r as granted 20 days leave on average 
pay under C.P.C. Leave Rules from 22nd August 1960 to 
10th September 1960 prefixing and suffixing Sundays on 
21st August 1960 and 11th September 1960. On expiry of 
leave, he resumed duty on 12th September 1960 (F.N.) in 
the same post and place. 

A. CHOUDHURY 
for General Manager and Chief Engineer 

EASTERN RAILWAY 

NOTIFICATIONS 
Calcutta, the 31st December 1960 

No. ME.130/Swamy — Shri H. K. Swamy, ex. Offg. DEE, 
Kanchrapara, had been permitted to avail of the follow- 
ing leave concurrently with the period of his temporary 
re-employment as such with effect from 15th July 1959 
(FN): — 

Leave on half average pay from 15th July 1959 to 
14th January 1960. 

This superedes this office notification No. ME/130, dated 
14th March 1960. 

The 12th January 1961 

No. G/Stafif/393 — Sri D. N. Chattopadhyaya, Officiating 
Asstt. Engineer (Class II) has been appointed to officiate 
in the Senior Scale as District Engineer from 25th July 
1960 to 24th January 1961. 

No. G/Staff/464 — Shri P. K. Dey, Officiating District 
Signal and Telecommunication Engineer was granted leave 
on average pay for 15 days from 6th October 1960 to 20th 
October 1960. 

No. G/Staff/578 — Shri B. C. Khare, Probationary Assist- 
ant Signal and Telecommunication Engineer was granted 
the following leave: — 

(1) Leave on average pay for 9 days from 10th July 

1959 to 18th July 1959. 

(2) Leave on average pay for 48 days from 30th May 

1960 to 16th July 1960. 

No. G/Staff/563 — Shri R. V. Raman, Temporary Assist- 
ant Signal and Telecommunication Engineer was granted 
an extension of leave on average pay for 2 days from 
21st August 1960 to 22nd August 1960, 

No. G/Staff/310 — Shri T. H. R. Cleur, Asstt, Engineer 
(Track Supply), Head Qrs. has been appointed to officiate 
in the senior scale from 22nd September 1960 to 21st 

January 1961, 

The 13th January 1961 

No. G/Staff/494 — Shri S. K. Sharma, temporary Assist- 
ant Engineer, was granted leave on average pay for 8 
days from 21st September 1958 to 28th September 
1958. 

M. M. KHAN 
General Manager 


NORTHERN RAILWAY 

NOTIFICATIONS 
New Delhi, the 12 th January 1961 

No. 5 — Shri G. T. Sampat, Officiating Deputy Chief 
Engineer, Northern Railway, was granted leave on ave- 
rage pay for a period of 31 days w.e.f. 22nd November 
1960 to 22nd December 1960. 

No. 6 — Shri Suraj Narain Wadhawan, a Subordinate of 
the Personnel Branch, Northern Railway is appointed to 
officiate in class II service as Asstt. Personnel Officer on 
this Railway with effect from 5th January 1961. 

No. 7 — Shri S. Puttaswamy, officiating Deputy Chief 
Engineer, Northern Railway, was granted leave on average 
pay for a period of 11 days with effect from 21st Novem- 
ber 1960 to 1st December 1960. 

The 13 th January 1961 

No. 8 — Shri A. L. Dass, Divisional Commercial Supdt., 
Northern Railway, retired from Railway service with 
effect from 10th January 1961 A.N. 

P. H. SARMA 
General Manager 

CENTRAL RAILWAY 

NOTIFICATION 

Bombay, the 16th January 1961 

No. 21620-R-— Shri G. B. Singh, Assistant Mechanical 
Engineer (Junior Scale) was granted 33 days leave on 
average pay from 30th April, 1960 and on return from 
leave has been appointed to officiate as Divisional Mecha- 
nical Engineer (Senior Scale) from 10th June, 1960. 

Shri C. Krishnamurthy, Assistant Signal & Tele-com- 
munication Engineer (Junior S.cale) on return from leave 
has been appointed to officiate as Divisional Signal and 
Tele-communication Engineer (Senior Scale) from 31st 
July 1960. 

Shri J. Satyanarayana, Officiating Assistant Engineer 
(Class II) was granted 9 days leave on full substantive 
pay from 25th August 1960 on Medical Certificate. 

Shri G. P. G. Shankar, Assistant Commercial Supdtt. 
(Class II) was granted leave as under: — 

(i) 10 days commuted full pay leave from 11th Febru- 
ary 1960 on medical certificate. 

(ii) 9 days commuted full pay leave from 16th Sep- 
tember 1960 on medical certificate. 

Shri A. Radhakrishna, Assistant Executive Engineer 
(Junior Scale) was granted 12 days leave on average pay 
from 20th September 1960. 

Shri H. A. N. Subha Rao, Temporary officiating Executive 
Engineer (Senior Scale) was granted 8 days leave on ave- 
rage pay from 24th September 1960. 

Shri E. C. King, Assistant Mechanical Engineer (Junior 
Scale) was granted 60 days leave on average pay from 
8th August 1960 and on return from leave has been ap- 
pointed to officiate as Divisional Mechanical Engineei 
(Senior Scale) from 7th October 1960. 

Shri S. Y. Padmanabhan, Assistant Signal and Tele- 
communication Engineer (Junior Scale) was granted 2C 
days leave on average pay from 17th October 1960. 

Shri V. H. Dabke, Assistant Executive Engineer (Junior 
Scale) was granted one day’s leave on average pay or 
17th October 1960 and on return from leave has been ap- 
pointed to officiate as Executive Engineer (Senior Scale! 
from 18th October 1960. 

Shri P. K. Sbrivastava, Assistant Commercial Superin- 
tendent (Cl. II) who was granted 17 days leave on ave- 
rage pay from 3rd October 1960, was granted an extensior 
of 5 days leave on average pay from 20th October 
1960. 

Shri K. Santanam, Temporary Assistant Engineer wa: 
granted 20 days leave on average pay from 31st October 
1960. 

Shri G. Fernandes, Officiating Assistant Stores Officei 
(Class II) has been appointed to officiate as Senior Store: 
Officer (Senior Scale) from 14th November 1960 (AN). 

Shri Sadashiv S. Nadkarni, Assistant Commercia 
Superintendent (Class II) has been granted 2 months anc 
1 day leave on average pay from 28th November 1960. 

D. R. KHANNi 5 
General Manage', 
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NORTH-EASTERN RAILWAY 

NOTIFICATIONS 

No. E/182/1 (Ft. IH)-1271 — Shri B. S. Chirmule, Off* 
District Elec. Engineer is granted 31 days LAP. with effect 
from 26th. September 1960. 

No. E/182/1 (Ft. Ill) -1272— Shri Harnath Singh, Offg. Dy. 
Chief Operating Supdt. (R) is granted 5 days LAP with 
effect from 5th December 1960 to 9th December 1960 with 
permission to prefix Sunday 4th December 1960 and suffix 
2nd Saturday and Sunday 10th December 1960 and 11th 
December 1960. 

HARBANS SINGH 
General Manager 

““south "eastern railway ' 

NOTIFICATIONS 
Calcutta 43, the 12 th January 1961 

No. E/565— -Shri N. M. Patel, Ty. Assistant Engineer was 
granted 9 days leave on average pav from 9th August 1960 
to 17th August 1960, 

The 13 th January 1961 

No. GAZ/T.346 — Shri D, Bhattacharyya. Officiating 
Assistant Commercial Superintendent (Claims), S. E. 
Railway, Calcutta was granted leave on average pay with 
effect from 14th November 1960 to 17th November 1960 
with permission to prefix 12th and 13th November 1960. 

S. N. WADHWA 
General Manager 


TRADE MARKS REGISTRY 

NOTIFICATION 
Bombay, the 12th January 1961 

No. TMR/GO/SR/E — On return from leave, Shri S. 
Ramalingam, B.A., officiating Examiner of Trade Marks 
assumed the charge as Examiner of Trade Marks, Bombay 
with effect from the forenoon of the 12th December 
1960. 

Consequent on return from leave of Shri S. Ramalingam, 
Shri S. V. Krishnan, officiating Examiner of Trade Marks, 
Bombay, reverted to the substantive cost of Assistant 
Examiner of Trade Marks with effect from the afternoon 
of the 9th December 1960. 

S. VENKATESWARAN 
Controller-General of Patents, Designs and Trade Marks 


OFFICE OF THE REGISTRAR OF COMPANIES 

NOTIFICATIONS 

Gwalior, the 17 th January 1961 

In the matter of the Companies Act 1956, and of 
The Saugor Dayalbagh Stores Private Limited Timarnl 
District, Hoshangabad. 

No. 243/382 — Notice is hereby given pursuant to sub- 
section (5) of section 560 of the Companies Act, 1956, 
that the name of The Saugor Dayalbagh Stores Private 
Limited has this day been struck off the register and the 
said company is dissolved. 

A, R. KHARE 
Registrar of Companies 
Madhya Pradesh 


Gwalior, the 17 th January 1961 

In the matter of the Companies Act, 1956, and of 
Betul Dayalbagh Stores Private Limited, Timarni Distt., 
Hoshangabad. 

No. 242/384— Notice is hereby given pursuant to sub- 
section (5) of section 560 of the Companies Act, 1956, 
that the name of Betul Dayalbagh Stores Private Limited 
has this day been struck off the register and the said 
company is dissolved. 

A. B, KIIARF. 
Registrar of Companies 
Madhya Pradesh 


Gwalior, the 17 th January 1961 

In the matter of the Companies Act, 1956, and ot 
Hoshangabad Dayalbagh Stores, Private Limited 
Timarni District, Hoshangabad. 

No. 244/386 — Notice is hereby given pursuant, to sub- 
section (5) of section 560 of the Companies Act, 1956, 
that the name of Hoshangabad Dayalbagh Stores Private 
Limited, has this day been struck off the register and 
the said company is dissolved. 

A. R. KHARE 

Registrar of Companies 
Madhya Pradesh 


Gwalior, the 17 th January 1961 

In the matter of the Companies Act, 1956, and of 
Bhandara Dayalbagh Stores Private Limited, Timarni 
Distt., Hoshangabad. 

No. 231/388 — Notice is hereby given pursuant to sub- 
section (5) of section 560 of the Companies Act, 1956, 
that the name of Bhandara Dayalbagh Stores Private 
Limited, has this day been struck off the register and the 
said company is dissolved. 

A. R. KHARE 
Registrar of Companies 
Madhya Pradesh 


Gwalior, the 17th January 1961 

In the matter of the Companies Act, 1956, and of 
Poona Dayalbagh Stores Private Limited, Timarni Distt., 
Hoshangabad. 

No. 277/390 — Notice is hereby given pursuant to sub- 
section (5) of Section 560 of the Companies Act, 1956, 
that the name of Poona Dayalabagh Stores Private 
Limited, has this day been struck off the register and the 
said company is dissolved. 

A. R. KHARE 
Registrar of Companies 
Madhya Pradesh 


Gwalior, the 17th January 1961 

In the matter of the Companies Act, 1956. and of 
Panchmarhi Dayalbagh Stores Private Limited, Timarni 
District, Hoshangabad. 

No. 229/392 — Notice is hereby given pursuant to sub- 
section (5) of Section 560 of the Companies Act, 1956 
that the name of Panchmarhi Dayalbagh Stores Private 
Limited, has this day been struck off the register and the 
said company is dissolved. 

A. R. KHARE 
Registrar of Companies 
Madhya Pradesh 


Kanpur, the 17 th January 1961 

In the matter of the Companies Act, 1956, and of 
U.P. Agricultural Produce Exchange Limited 

No. 797/IL2589— Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of U, P. Agricultural Produce Exchange 
Limited, unless cause is shown to the contrary, will he 
struck off the Register and the said company’ will be 
dissolved. 

K. K. SYED MOHAMMED 
Registrar of Companies 
Uttar Pradesh, Kanpur 


Madras, the 16 th January 1961 

In the matter of the Companies Act, 1956, and of 
Vasu’s Traders Private Limited 

No. 32306/3568/60 — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of Vasu’s Traders Private Limited, un- 
less cause is shown to the countrary, will be struck off the 
Register and the said company will be dissolved. 

T. J, GONDHALEKAR 
Registrar of Companies 
Madras 
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Ernakulam. 1, the 13 th January 1961 

In the matter of the Companies Act, 1956, and of 
Sree Narayana Trading Company (Varantharappiliy) 
Limited. 

No. 1371TC(G)697/G1 — Notice is hereby given pursuant 
to sub-section (3) of section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of Sree Narayana 'leading Company 
(Varantharappiliy) Limited, unless cause is shown to the 
contrary, will be struck off the Register and the said 
company wall be dissolved, 

S. KRISHNA MURTHY 
Registrar of Companies 
Kerala 


Calcutta, the 27 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s United Construction Private Limited 

No. 11566/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s United Construction Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 21th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s K. N. Guha & Sons Private Limited 

No. 11701/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956. 
ihat at the expiration of three months from the date 
hereof the name of M/s K, N. Guha & Sons Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 29 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Eastland Leather Works Limited 

No. 7147/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Eastland Leather Works Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 29 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Wahed & Co. Private Limited 

No. 23179/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Wahed & Co. Private Limited, 
unless cause is shown to the contrary, will be struck oil 
Die Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 29 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Auranga Minerals Private Limited 

No. 23214/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956. 
that at the expiration oC three months from the date 
hereof the name of M/s Auranga Minerals Private Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt, Registrar of Companies 
West Bengal 


Calcutta, the 29 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Indian Merchants Association Limited 

No. 23532/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Indian Merchants Association 
Limited, unless cause is shovm to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956, and of 

M/s United Manufacturing Trading Corporation 

Limited. 

No. 12710/566(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s United Manufacturing Trading 
Corporation Limited, unless cause is shown to the con- 
trary, will be struck off the Register and the said com- 
pany will be dissolved. 

B. K, CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 

Calcutta, the 30th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Anjall Films Distributors Private Limited 

No. 12726/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Anjali Films Distributors Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 

B. K. CHATTERJEE 

• Asstt. Registrar of Companies 
West Bengal 

Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Titas Power Company Private Limited 

No. 12729/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Titas Power Company Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 

Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956, and of 

M/s Industrial Farmers Limited 

No. 12751/560(3) — Notice is hereby given pursuant to 
sub-section (3) ol section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Industrial Farmers Limited, un- 
less cause is shown to the contrary, will be struck off: 
the Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Ass It. Registrar of Companies 
West Bengal 

Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956, and of 

M/s British India Trading Company Private Limited 

No. 12753/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956. 
that at the expiration of three months from the date 
hereof the name of M/s British Tndia Trading Company 
Private Limited, unless cause is shown to the contrary, 
will be struck oil the Register and the said company will 
be dissolved. 

B. K. CHATTERJEE 
Asstt, Registrar of Companies 
West Bengal 
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Calcutta, the 30th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Mineral Productions of India Limited 

No, 12756/560(3)— Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Mineral Productions of India 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 

B. K. CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 30th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Cosmos Metal Works Private Limited 

No. 12759/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Cosmos Metal Works Private 
Limited unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 

B. K. CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956 and of 
M/s Eastern Tools Private Limited 

No. 14132/566(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act. 1956, 
that at the expiration of three months from the date hereof 
the name of M/s Eastern Tools Private Limited, unless 
cause is shown to the contrary, will be struck off the Re- 
gister and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 30th December 1960 

In the matter of the Companies Act, 1956 and of 
M/s Development Syndicate Private Limited 

No. 14134/5fltf(3)— Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act. 1956, 
that at the expiration of three months from the date hereof 
the name of M/s Development Syndicate Private Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Industries (Post-War) Limited 

No. 12766/560(3)— Notice is herebv given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956. 
that at the expiration of three months from the date 
hereof the name of M/s Industries (Post-War) Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Mahila Mahal Limited 

No. 12833/560(3)— Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Mahila Mahal Limited, unless 
cause is shown to the contrary, will he struck off the 
Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt, Registrar of Companies 
West Bengal 


Calcutta, the 30th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Calcutta Modern Traders Private Limited 

No. 13327/560(3)— Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956. 
that at the expiration of three months from the date 
hereof the name of M/s Calcutta Modern Traders Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956, and of 
M/s Indian Fine Arts Agency Private Limited 

No. 13329/560(3)— Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date 
hereof the name of M/s Indian Fine Arts Agency Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved, 

B. K. CHATTERJEE 
Asstt, Registrar of Companies 
West Bengal 


Calcutta, the 30th December 1960 

In the matter of the Companies Act, 1956 and of 
M/s Printers Forum Private Limited 

No. 14335/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act, 1956. 
that at the expiration of three months from the date hereof 
the name of M/s Printers Forum Private Limited, un- 
less cause is shown to the contrary, will be struck off the 
Register and the said company will be dissolved. 

B. K CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 3 0th December 1960 

In the matter of the Companies Act, 1956 and of 
M/s National Timber & Trading Company Private 
Limited 

No. 14538/560(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act. 1956, 
that at the expiration of three months from the date hereof 
the name of M/s National Timber & Trading Co. Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be dis- 
solved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 3 0th December 1960 

In the matter of the Companies Act, 1956 and of 
M/s Desh Gourab Chemical Industries Limited 

No, 14546/566(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act 1956, 
that at the excitation of three months from the date hereof 
the name of M/s Desh Gourab Chemical Industries Ltd.. 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 30th December 1960 

In the matter of the Companies Act, 1956 and of 
M/s Alfa (Printers & Publishers) Limited 

No. 14552/566(3) — Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act 1956 
that at the expiration of three months from the date hereof 
the name of M/s Alfa (Printers & Publishers) Limited 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 
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Calcutta, the 30 th December 1960 

In the matter of the Companies Act, 1956 and of 
M/s Dhup Chaya Private Limited 

No. 14602/560(3)— Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act. 1956, 
that at the expiration of three months from the date hereof 
the name of M/s Dhup Chaya Private Limited, unless 
cause is shown to the contrary, will be struck off the Re- 
gister and the said company will be dissolved. 

B. K. CHATTERJEE 
Asstt , Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Angaria Traders Union Private Ltd. 

No. 11643/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Angaria Traders Union Private 
Limited, has this day been struck off the Register and 
the said company is dissolved 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th. January 1961 

In the matter of the Companies Act, 1956 and of 
M/s United Kingdom Carrying Corporation Private 
Limited 

No. 12290/566(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s United Kingdom Carrying Corpora- 
tion Private Limited, has this day been struck off the Re- 
gister and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s United Publicity Service Private Limited 

No, 12305/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s United Publicity Service Private 
Limited, has this day been struck off the Register and 
the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
Bharat Stork & Share Dealers Syndicate Private Ltd. 

No. 12314/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of Bharat Stock & Share Dealers Syndi- 
cate Private Ltd., has this day been struck off the Re- 
gister and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Amin Boot House Private Limited 

No. 12326/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act 1956 
that the name of M/s Amin Boot House Private Limited' 
has this day been struck off the Register and the said 
company is dissolved. 

B. K, CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, tjie 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Tailers Union Private Limited 

No. 12331/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Tailers Union Private Limited, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt, Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s New Order Industries & Agencies Private Ltd- 

No. 17063/560(5) —Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s New Order Industries & Agencies 
Private Limited, has this day been struck off the Regis- 
ter and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Indian Impex Co, Private Limited 

No. 17135/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Indian Impex Co. Private Limited, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Pakur Quarry Owners’ Association 

No. 17137/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Pakur Quarrv Owners’ Association, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Power Products of India Private Limited 

No. 17176/569(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Power Products of India Private 
Limited, has this day been struck off the Register and 
the said company is dissolved. 

B. K, CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Hind Modern Transport & Industries Private 
Limited 

No. 17180/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Hind Modern Transport & Indus- 
tries Private Limited, has this day been struck off the 
Register and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 
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Calcutta, the llth January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Sisen Corporation Private Limited 

No. 17182/560’(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Sisen Corporation Private Limited, 
has this day been struck off the Register and the said com- 
pany is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the llth January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Berhampore Silk Mills Ltd. 

No. 17183/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Berhampore Silk Mills Limited, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the lit h January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Eastern Auto-Car Ltd. 

No. 17200/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Eastern Auto-Car Limited, has this 
day been struck off the Register and the said company is 
dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s National Oil Refineries & Chemicals Limited 

No. 11945/560(3)— Notice is hereby given pursuant to 
sub-section (3) of section 560 of the Companies Act. 1956, 
that at the expiration of three months from the date hereof 
the name of M/s National Oil Refineries & Chemicals 
Ltd., unless cause is shown to the contrary, will be struck 
aff the Register and the said company will be dissolved, 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
The Eagle Engineering Works Limited 

No. 11927/560(5)— Notice is hereby given pursuant to 
iub-section (5) of section 560 of the Companies Act, 1956, 
;hat the name of The Eagle Engineering Works Limited, 
ias this day been struck off the Register and the said 
;ompany is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the \2th January 1961 

n the matter of the Companies Act, 1956 and of 
M/s Architects and Builders Private Limited 

No. 12195/560(5) Notice is hereby given pursuant to 
nb-section (5) of section 560 of the Companies Act 1956 
hat the name of M/s Architects & Builders Private 
-united, has this day been struck off the Register and 
he said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Hind Vegetable Products Ltd, 

No. 12202/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Hind Vegetable Products Limited, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Mineral Agencies & industries Private Ltd. 

No. 12206/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Mineral Agencies & Industries 
Private Limited, has this day been struck off the Register 
and the said company is dissolved. 

B. K. CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 


Calcutta, t}ie 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Bengal Riding Club Private Limited 

No. 15634/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Bengal Riding Club Private Limit- 
ed, has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s New Basseria Colliery Co. Private Ltd. 

No. 15730/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of New Basseria Colliery Co. Private 
Limited, has this day been struck off the Register and 
the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Cosmopolitan Farms & Fisheries Limited 

No. 15780/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Cosmopolitan Farms & Fisheries 
Limited, has this day been struck off the Register and 
the said company is dissolved. 

B. K. CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s New Standard Co. Private Limited 

No. 16904/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s New Standard Co. Private Limited, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 
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Calcutta, the 12 th January 1961 


in the matter of the Companies Act, 1956 and of 
M/s. Milani Press Private Limited 

No. 16956/569(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Milani Press Private Ltd,, has this 
day been struck off the Register and the said company is 
dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. Debendra Nath Dutta & Sons Private Limited 

No. 18173/ 560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s. Debendra Nath Dutta & Sons 
Private Limited, has this day been struck off the Register 
and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12th January 1961 

In the matter of the Companies Act, 1956 and of 
The Bengal Iron & Steel Industries Association Ltd. 

No. 18479/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of The Bengal Iron & Steel Industries 
Association Limited, has this day been struck off the Re- 
gister and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. Nathany Traders Private Limited 

No. 18617/569(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s. Nathany Traders Private Limited, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K, CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
The New Age Enterprisers Private Limited 

No. 18620/569(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of The New Age Enterprisers Private Ltd., 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 

Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. North Malda Transport Co. Private Limited 

No. 18962/569(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956 
that the name of M/s. North Malda Transport Co. Private 
Limited, has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. Bangiya Kutir Sllpa Private Limited 

No. 19053/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 


that the name of M/s. Bangiya Kutir Silpa Pvt. Ltd., has 
this day been struck off the Register and the said com- 
pany is dissolved. 

B. K. CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12th January 1961 

In the matter of the Companies Act, 1956 and o* 
The Bibliophile Private Limited 

No. 19075/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of The Bibliophile Private Limited, has 
this day been struck off the Register and the said company 
is dissolved. 

B. K. CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 12 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. Kankoria Refrigerations Limited 

No. 19084/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s. Kankoria Refrigerations Limited, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 13th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. Peel Ply Works Private Limited 

No. 11295/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Peel Ply Works Private Ltd. has 
this day been struck off the Register and the said com- 
pany is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 13 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. Universal Stock Exchange Limited 

No. 12189/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s. Universal Stock Exchange Limited, 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 13th January 1961 

In the matter of the Companies Act, 1956 and of 
The Calcutta Burma Cigar Mfg. Co. Private Ltd. 

No. 12204/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of The Calcutta Burma Cigar Mfg. Co. Pr. 
Limited, has this day been struck off the Register and 
the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 13 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. Gunny & Hessian Dealers Association Ltd. 

No. 12207/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s. Gunny & Hessian Dealers Associa- 
tion Ltd., has this day been struck off the Register and 
the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 
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Calcutta , the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Banerjee & Slnha Private Limited 

No. 11242/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Banerjee & Sinha Pr. Ltd,, has this 
day been struck off the Register and the said company is 
dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s. Inland Chemical Industries Private Limited 

No. 11294/560(5)— Notice is hereby given pursuant to 
sub-scction (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Inland Chemical Industries Pr. Ltd., 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Eastern Therapeutical Laboratories Private Limited 

No. 12173/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Eastern 1 Therapeutical Laboratories 
Private Limited has this day been struck off the Register 
and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
The Minerva Chemical Company Private Limited 

No. 12175/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of The Minerva Chemical Company Private 
Limited has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


• Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Procharak Private Limited 

No. 12178/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Procharak Private Limited has this 
day been struck off the Register and the said company is 
dissolved. 

B. K. CHATTERJEE 

Asstt, Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Union Share Dealer’s Limited 

No. 12188/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Union Share Dealer’s Limited has 
this day been struck off the Register and the said company 
is dissolved. 

B. K. CHATTERJEE 
Asstt, Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
The Calcutta Retail Yarn Merchants Association 

No. 12193/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1966, 


that the name of The Calcutta Retail Yarn Merchants 
Association has this day been struck off the Register and 
the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Central Iron & Steel Works Limited 

No. 15595/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Central Iron & Steel Works Limited 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Gbosal Choudhury & Co. Private Limited 

No. 15601/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Ghosal Choudhury & Co. Private 
Limited has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Basanti Transport Co. Private Limited 

No. 16541/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Basanti Transport Co. Private 
Limited has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Bharat Smelting & Refining Corporation Prt. Ltd. 

No. 16544/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Bharat Smelting & Refining Cor- 
poration Private Limited has this day been struck off the 
Register and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Industrial Development (India) Pr. Limited 

No. 17252/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act 1956, 
that the name of M/s Industrial Development (India) 
Private Limited has this day been struck off the Register 
and the said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 11th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Calcutta Waterproof Works Pr. Limited 

No. 17257/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Calcutta Waterproof Works Private 
Limited has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 
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Calcutta, the 17th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Praburtak Land & Industries Limited 

No. 17275/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Prabartak Land & Industries Limited 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asst t. Registrar of Companies 
West Bengal 


Calcutta, the 17th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Bharatiya Bastralaya Pr. Limited 

No. 17281/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Bharatiya Bastralaya Pr. Limited 
has this day been struck off the Register and the said com- 
pany is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Bangya Slip! Sangha Private Limited 

No. 17287/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Bangya Silpi Sangha Private 
Limited has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Chitra Parishad Private Limited 

No. 17289/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Chitra Parishad Private Limited 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Sree Krishna Cotton & Weaving Limited 

No. 17290/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s Sree Krishna Cotton & Weaving 
Limited has this day been struck off the Register and the 
said company is dissolved, . 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Sech Advertising Private Limited 

No. 17294/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Sech Advertising Private Limited 
has this day been struck off the Register and the said 
company is dissolved, 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Golden Pictures Private Limited 

No. 17296/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 


that the name of M/s Golden Pictures Private Limited 
has this day been struck off the Register and the said 
company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Mahajati Research Laboratories Limited 

No. 17300/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Mahajati Research Laboratories 
Limited has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17 th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s Krishi Sree Private Limited 

No. 17306/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Krishi Sree Private Limited has this 
day been struck off the Register and the said company 
is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17th January 1961 

In the matter of the Companies Act, 1956 and of 
M/s United Coastal Mariners Private Limited 

No. 17313/560(5)— Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act. 1956, 
that the name of M/s United Coastal Mariners Private 
Limited has this day been struck off the Register and the 
said company is dissolved. 

B. K. CHATTERJEE 
Asstt. Registrar of Companies 
West Bengal 


Calcutta, the 17 th January 1961 

In the matter of the Companies Act, 1956 and of 

M/s Paulson Fisheries & Industries Private Limited 

No. 17315/560(5) — Notice is hereby given pursuant to 
sub-section (5) of section 560 of the Companies Act, 1956, 
that the name of M/s Paulson Fisheries St Industries 
Private Limited has this day been struck off the Register 
and the said company is dissolved. 

B. K. CHATTERJEE 

Asstt. Registrar of Companies 
West Bengal 

UNION PUBLIC SERVICE COMMISSION 
NOTICE 

New Delhi, the 28 th January 1961 

No. F. 8/3/60-E.I(B)— An examination for admission 
to the Indian Navy as Special Entry Cadets will be held 
by the Union Public Service Commission at ALLAHABAD, 
BANGALORE. BHOPAL, BOMBAY, CALCUTTA, 
CUTTACK, DELHI, HYDERABAD, MADRAS, PATIALA, 
SHILLONG, SRINAGAR and TRIVANDRUM commencing 
on 11th July 1961 in accordance with the Notification No. 
168, dated 2nd December 1960, published by the Ministry 
ol Defence in the Gazette of India, dated 28th January 
1961. 

THESE CENTRES ARE LIABLE TO BE CHANGED 
AT THE DISCRETION OF THE COMMISSION. 

Candidates accepted for admission to the exanvnation 
will be informed of the venue, date and time of the exami- 
nation. 

2. The approximate number of vacancies to be filled on 
the result of this examination will be 5. 

This number is liable to alteration. 
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3. A candidate seeking admission to the examination is 
required to submit his application on the prescribed form 
together with all the necessary documents in accordance 
with the “Instructions to Candidates” so as to reach the 
Secretary, Union Public Service Commission, Dholpur 
House, D.H.Q. P.O. New Delhi 11 on or before the 27th 
March 1961, 

Applications from candidates residing abroad will be 
accepted upto the 10th April 1961. (This is applicable to 
persons actually residing abroad at the time of submitting 
their applications.) 

No application received after the prescribed dates will 
be entertained. 

4. Copies of application forms and other connected 
papers are obtainable from the Secretary, Union Public 
Service Commission, Dholpur House, D.H.Q. P.O, New 
Delhi 11, on payment of Re. 1.00 which should be remit- 
ted to the Commission by Money Order stating the name 
of the examination for which the forms are required 

This amount will be refunded to those candidates whose 
claim to be displaced persons from Pakistan is accepted 
by the Commission on receipt of their applications. 

THE REMAINING FEE SHOULD BE PAID EITHER 
BY TREASURY RECEIPT OR BY INDIAN POSTAL 
ORDERS WITH THE APPLICATION. EACH POSTAL 
ORDER SHOULD INVARIABLY BE CROSSED AND 
COMPLETED AS FOLLOWS:— 

“PAY TO THE SECRETARY, UNION PUBLIC SERVICE 
COMMISSION AT NEW DELHI POST OFFICE— 
(CROSSED)”. 

CANDIDATES MUST NOTE THAT IT IS NOT SAFE 
TO SEND POSTAL ORDERS WHICH ARE NEITHER 
CROSSED NOR MADE PAYABLE TO THE SECRETARY. 
UNION PUBLIC SERVICE COMMISSION AT NEW 
DELHI POST OFFICE. FULL PARTICULARS OF THE 
TREASURY RECEIPT OR POSTAL ORDERS, AS THE 
CASE MAY BE. SHOULD BE ENTERED AGAINST 
COLUMN 28 OF THE APPLICATION FORM. 

Application forms and connected papers can also be 
obtained without any payment from any of the authori- 
ties noted below: — 

(i) The Flag Officer, Bombay, Vithal House, Mint 

Road, Bombay. 

(ii) The Commodore-in-Charge, Cochin. 

(iii) The Commodore East Coast, Visakhapatnam. 

(iv) The Resident Naval Officer, Madras, 

(v) The Resident Naval Officer, Calcutta. 

No allegation that an application form or a letter in 
resDect of such a form has been lost or delayed in the 
post will be considered unless the person making such an 
allegation produces post office registration receipt. Candi- 
dates who send their applications or request for forms at 
a late date will do so at their own risk. 

5. If any candidate who has taken the examination held 
in December 1960 for entry to the Indian Navy, wishes 
to appear at the examination notified here, he must sub- 
mit his application by the prescribed date without waiting 
for the results of the former examination. If he is finally 
selected, his candidature for the present examination 
will be cancelled, and the fee refunded to him in full. 

6. All communications in respect of an application 
should he addressed to the Secretary. Union Public Service 
Commission, Dholpur House, D.H.Q. P.O. New Delhi 11 
and should contain the following particulars: — 

(i) NAME OF EXAMINATION. 

(ii) MONTH AND YEAR OF EXAMINATION. 

(iii) ROLL NUMBER (If communicated). 

(iv) NAME OF THE CANDIDATE. 

(v) ADDRESS AS GIVEN IN THE APPLICATION. 

Communications not giving these particulars may not 
be attended to. 

In all correspondence with the Union Public Service 
Commission concerning this examination, candidates 
should invariably superscribe their envelopes and corres- 
pondence with the words “INDIAN NAVY SPECIAL 
ENTRY EXAMINATION, JULY, 1961,” 

B. CHATTERJEE 
Deputy Secretary 
Union Public Sernice Commission 


Advertisement No. 

Applications arc invited for undermentioned posts from 
Indian cit zens and persons of Indian origin migrated 
from Pakistan with intention of permanently settling in 
India or subjects of Nepal, Sikk m or Portuguese or 
former French Possessions in India. Age limits relarable 
for Government servants except where otherwise speci- 
fied. Upper age limits relaxable by 5 years for scheduled 
castes and scheduled tribes candidates and upto 45 years 
for displaced persons from Pakistan. No relaxation for 
others, save in exceptional circumstances, and will in no 
case be relaxed beyond three years. Qualifications re- 
laxable at Commission’s discretion in case of candidates 
otherwise well qualified , Particulars and application 
forms from Secretary, Union Public Service Comm'ssion, 
Post Box No. 186, New Delhi. Request for forms must 
specify name of post and should be accompanied by self 
addressed unstamped envelope for each post at least of 
size 9"x4" indicating thereon name of posts for which 
forms are required. Closing date for receipt of application 
with treasury receipt or crossed Indian Postal Order for 
Rs. 7.50 nP. (Re. 1.87 nP. for Scheduled Castes and 
Scheduled Tribes) 27th February 1961. (13th March 1961, 
for applicants from abroad). Commission may remit 
genuinely indigent and bonafide displaced persons fee. 
Separate application with separate fee required for each 
post. Candidates abroad may apply on plain paper if 
forms not available and deposit fee with local Indian 
Embassy. If required candidates must appear for personal 
interview. 


1. (a) One Development Officer (Standing Metric Com- 
mittee): (b) three Development Officers ( Mechanical or 
Electrical Engineering) and (c) one Development Officer 
(Chemistry or Chemical Engineering), Ministry of Com- 
merce and Industry. Posts temporary, but likely to conti- 
nue. Post (al other things being equal, scheduled castes/ 
tribes candidates preferred; posts (b) one post reserved for 
scheduled castes candidate and one for scheduled tribes 
candidate, if such suitable candidates available; otherwise 
treated as unreserved; post (e) reserved for scheduled 
castes candidate if such suitable cand’date available; 
otherwise treated as unreserved. Pay— Rs. 700 — 40 — 1,100 — 
50/2 — 1,150 — EB — 1,300—60—1,600. Higher in ; tial pay to 
specially qualified and experienced candidates. Age — 
Below 45 years. Qualifications — Essential— (1) Degree in 
Mechanical. Electrical or Chemical Engineering or 
Chemical Technology from a recognised institution or 
equivalent for post (a); Degree in Mechanical/Electrical 
Engineering of recognised institution for posts (b>; and 
M.Sc. or equivalent honours degree in Chemistry or 
degree in Chemical Engineering /Technology from recog- 
nised university /institut’’on or equivalent for post (c). (2) 
About five years’ practical experience connected with 
manufacture or developmental problems or equivalent 
experience in Government departments dealing with 
plann ; ng, development /production problems of industries. 

2. Two Assistant Coal Superintendents. Grade I, Coal 
Controller s Organisation, Ministry of Steel, Mines and 
Fuel. One post permanent and one temporary. Pay — 
Rs. 700 — 40 — 1.100 — 50/2 — 1,200. Higher initial pay to 
speciallv qualified and experienced candidates. Age — 
nreferably below 35 years. Qualifications — Essential — (i) 
First Class Collierv Managers’ certificate of competency 
under Mines Act, 1952. (ii) Degree /Diploma in Mining 
Engineer’ng of recognised University/institution, (iii) 
About five years’ experience in mining. 

3. One Assistant Systematic Mycologist in the Directo- 
rate of Plant Protection, Quarantine and Storage. Ministry 
of Food and Agriculture. Post permanent but appointment 
will b? made on temporary bas’s in lien vacancy. Post 
reserved for scheduled castes / tribes candidate if such 
suitable candidate is available, otherwise treated un- 
reserved. Pay— Rs. 350— 25— 500— 30— 590— EB— 30— 800— 
EB— 30 — 830 — 35 — 900. Higher initial pay to specially 
qualified and experienced candidate. Ape— Below 35 
years. Qualifications— Essential— (i) Degree in Agriculture 
or B.Sc. with Botany or Agricultural Botany as one of the 
subjects, (ii) About three vears’ experience of research on 
nlant diseases or Svstematic Mvcologv. (iii) General 
knowledge of diseases of cultivated plants and some 
practical training in or experience of the’r identification 
and methods of control, for about 2 vears. 


4. One Junior Technical Officer (Cane Quality) in the 
National Sugar Institute. Ministry of Food and Agri- 
culture. Post temporary but likelv to continue Pay— 

350 — 25 — 500— 30— 590— EB — 30—800 — EB — 30—830 

35—900 Higher initial pay to specially qualified and ex- 
— nenced candidate. Age— BGow 35 vears. Qualifications— 
Essential— (i) Degree in Science with Post Graduate 
Diploma in Sugar Technology from a recognised Uni- 
versity/Institute. (i:) About three years’ experience in a 
sugar factory in a responsible capacity. 
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5. One Chief Fire Officer, Himachal Pradesh Administra- 
tion. Post temporary but likely to become permanent. 
Pay— Rs. 300—25—650 — 30—800. Higher initial pay to 
specially qualified and experienced candidate. Age — 
Below 35 years. Qualifications — Essential — (i) Degree of 
recognised University, (ii) Associate Membership of the 
Institute of Fire Engineers, London, (iii) Training in the 
National Fire Service College and about five years’ ex- 
perience in fire fighting. 

6. Nine Assistant Armament Supply Officers in the 
Ministry of Defence. Posts temporary. 3 posts for scheduled 
castes candidates and 1 post for scheduled tribes candi- 
dates reserved if such suitable candidates are available, 
otherwise all posts treated unreserved. Pay — Rs. 350 — 25 — 
500 — 30 — 590 — EB— 800— EB— 830— 35 — 900, Higher initial 
pay to specially qualified and experienced candidates. 
Age — Below 30 years. Qualifications: Essential — (i) Degree 
in Science or Engineering, (ii) Experience in general work- 
shop and control of industrial labour. 

7. (a) One Senior Geologist and (b) five Junior Geolo- 
gists in the Department of Agriculture, Ministry of Food 
and Agriculture. Posts temporary but likely to continue 
during Third Five Year Plan period. Post (a) and 1 post 
of (b) reserved for scheduled tribes candidates and 3 
posts of (b) reserved for scheduled castes candidates, if 
such suitable candidates are available, otherwise all 
posts treated unreserved. Pay— For (a) Rs. 600 — 40 — 1,000 — 
1,000-1,050—1,050-1,100—1,100—1,150. For (b) Rs, 350— 
350 — 380 — 380 — 30 — 590 — EB — 30 — 770 — 40 — 850, (Subject to 
revision in the light of Pay Commission’s recommenda- 
tions). Higher initial pay to specially qualified and ex- 
perienced candidates. Age — Below 45 years for (a) and 
35 years for (b). Qualifications — Essential — (i) At least 2nd 
class Master’s degree in Geology of recognised University. 
OR Diploma of the Indian School of Mines and Applied 
Geology, Dhanbad. OR Equivalent qualifications, (ii) Ex- 
perience for about 5 years for (a) and about 3 years for 
(b) in independent geological mapping. 

8. Two Senior Economic Investigators in the Office of 
the Economic Adviser, Ministry of Commerce and In- 
dustry. Posts permanent but appointment to be made on 
temporary basis in lien vacancies. One post reserved for 
scheduled castes and one for scheduled tribes candidates 
if such suitable candidates available otherwise both posts 
treated unreserved. Pay— Rs. 325 — 15 — 475 — EB— 20— 575. 
Higher initial pay to specially qualified and experienced 
candidate. Ape— Below 30 years, Qualifications — Essen- 
tial — (i) At least 2nd class Master’s or equivalent Honours 
degree in Economics or Commerce of a recognised Uni- 
versity. (ii) Some experience of Economic research/ 
investigations. 

9. One Junior Scientific Officer in the Research and 
Development Organisation, Ministry of Defence. Post 
temporary but l'kely to become permanent. Other things 
being equal scheduled castes/tribes candidate preferred. 
Pay— Rs. 275— 25— 500— EB— 30— 650— EB— 30— 800. (Sub- 
ject to revision on the basis of Pay Commission’s recom- 
mendations). Higher initial pav to specially qualified and 
experienced candidate. Ape — Preferably below 30 years. 
Qualifications — Essential— At least a second class degree 
or equivalent in Metallurgy or degree in Science with 
diploma in Metallurgy with some research experience. 

10. (a) One Senior Scientific Officer, Gr. I. and (b) Eight 
Senior Scientific Officers, Grade II, in the Research and 
Development Organisation, Ministry of Defence. Posts 
temporary but likely to become permanent. Other things 
being equal scheduled castes /tribes candidates preferred. 
Pay — For (a) Rs. 600—49—1,000—1,000—1,050—1,050—1.100 
—1,109—1.150. For (b) Rs. 350—350—380—380—39—590— 
EB — 30 — 770—40 — 850. (Subject to revision in the light of 
Pay Commission’s recommendations). Higher initial pay 
to specially qualified and experienced candidates. Ape — 
Preferably above 35 years for (a) and below 40 years for 
(b). Qualifications — Essential — (i) First Class Degree in 
Metallurgy for (a) and at least second class degree in 
Metallurgy for (b) of recognised University, (ii) About 3 
years’ research experience in the various fields of Metal- 
lurgy for (a), and 2 years’ experience for (b) in foundry 
metallurgy for 2 posts: Advanced Physical Metallurgy for 
2 posts; Powder Metallurgy for 2 posts and Mechanical 
Metallurgy' for 2 posts. 

11. Four Junior Scientific Officers in the Research and 
Development Organisation, Ministry of Defence. Posts 
temporary but l’kely to become permanent. Other things 
bring equal scheduled castes/tribes candidates nref erred. 
pav—Rs. 275— 25— 500— J5B — 30 — 650— EB — 30 — 800. H'gher 
initial pay to specially qualified and experienced candi- 
dates. Ape— Preferably below 30 years. Qualifications— 
Essential — (1) At least second class Master’s degree in 
Pure or Applied Physics of recognised University, (ii) 
About two years research experience. 


12. One Junior Scientific Officer in the Research and 
Development Organisation, Ministry of Defence. Post 
temporary but likely to become permanent. Other things 
being equal scheduled Castes/ tribes candidates preferred. 
Pay— Rs. 275— 25— 500— EB— 30— 650— EB— 30— 800, (Sub- 
ject to revision in accordance with Pay Commission’s 
recommendations). Higher initial pay to specially qualified 
and experienced candidate. Age — Preferably below 30 
years. Qualifications — Essential — At least second class 
Master’s degree in Mathematics. Desirable — Research ex- 
perience in operational research in industry or else- 
where. 

13. (a) One Senior Scientific Officer, Grade I (Instru- 
ments) and (b) two Senior Scientific Officers, Grade II. 
Posts temporary but likely to become permanent. Other 
things being equal scheduled castes/tribes candidates 
preferred. Pay — For (a) Rs. 600 — 40—1,000—1,000 — 1,050— 
1,050—1,100—1,100—1,150, For (t) Rs. 350—350—380—380— 
30 — 590— EB — 30 — 770 — 40 — 850. (Subject to revision on 
the basis of Pay Commission’s recommendations). Higher 
initial pay to specially qualified and experienced candi- 
dates. Age — Preferably above 35 years for (a) and below 
40 years for (b). Qualifications — Essential — (i) Research 
degree or first class Master’s degree in Pure or Applied 
Physics of recognised University, (ii) For (a) About three 
years’ experience in Optics or Instrumentation. For (b) 
About two years’ experience in research work in the field 
of thermodynamics in a University or recognised Institu- 
tion for one post; and about two years’ research or labor- 
atory experience in optical design or in development/ 
manufacture of optical instruments for the other post. 

• 14, One Administrative Officer, Delhi Polytechnic, 
Ministry of Scientific Research and Cultural Affairs. Post 
permanent and reserved for scheduled castes/tribes candi- 
date, who alone need apply. Pay — Rs. 609—40—1,009— 
59/2 — 1,150. Higher initial pay to specially qualified and 
experienced candidate. Age — Below 45 years. Qualifica- 
tions— Essential— (i) Degree of a recognised University, 
(•i) About ten years’ experience of Administration/ 
Accounts /Establishment work, including about five years’ 
administrative experience in a responsible capacity in a 
Government or semi-Government organisation or an 
Educational Institution, (iii) Knowledge of Government 
rules and regulations. 

15. One Stores Officer. Research and Development 
Organisation, Ministry of Defence. Post temporary but like- 
ly to be retained on permanent basis. Post reserved for 
scheduled castes/trites candidate, if no such suitable 
candidate becomes available, the post will be treated as 
unreserved. Pay— Rs. 275— 25— 500— EB— 30— 650, Higher 
initial pay to specially qualified and experienced candi- 
date. Age— Below 35 years. Qualifications— Essential— (i) 
Degree of a recognised University, (ii) Training in indent- 
ing, purchase and maintenance of technical stores and in 
keeping of stores accounts, (iii) About three years’ ex- 
perience in responsible capacity in Government Depart- 
ment or in public body or in a private concern of repute. 

16. One Junior Scientific Officer, for Armed Forces 
Medical Service Depot, Poona, Ministry of Defence. Post 
temporary but likely to become permanent. Pay — Rs. 400 — 
40—800—50—950, Higher initial pay to specially qualified 
and experienced candidate. Age — Preferably below 40 
years. Qualifications — Essential— (i) Degree ' in Electrical 
or Electronics Engineering of recognised University or 
equivalent, (ii) About 5 years’ experience in installation 
and repairs of electro-medical equipment of various 
makes. 

17. One Assistant Mechanical Engineer in the Depart- 
ment of Transport , Ministry of Transport and Communi- 
cations. Post temporary but likelv to become permanent 
Pay- — Rs. 275— 25— 500— EB— 30— 650— EB— 30— 800. (Su)> 
ject to revision in the light of Pay Commission’s recom- 
mendations). Higher initial pav to specially qualified and 
experienced candidate. Ape— Below 35 years. Qualifica- 
tions— Essential— (i) Degree in Mechanical Engineering 
of recognised University or equivalent, (ii) About 3 years’ 
experience in a large mechanical or marine workshop In a 
responsible capacity. OR (i) D’ploma in Mechanical En- 
gineering from a recognised Institution, (ii) About 7 years 
experience in a large mechanical workshop. OR (i) 
Second class B.O.T. or M.O.T. certificate. (i ; ) About 3 
years’ experience in a marine or mechanical workshop. 

18 . Three Assistant Inspectors of Training in the Delhi 
Administration. Posts temporary but likely to continue. 
Pay — Rs. 450 — 25—600. (Subject to rev’sion in thp light of 
Pay Commission’s recommendations). Higher initial pay 

to specially qualified and experienced candidates. Age 

Below 40 vears. Qualifications — Essential— (i) Degree In 
Mechanical or Electrical Engineering or Technology of 
recognised University or equivalent, (ii) About three 
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years’ experience in a supervisory capacity in workshop 
engaged in production (or) about 3 years’ experience of 
teaching technical and/or engineering subjects. 

19. One Horticulturist in the Agriculture Department , 
Himachal Pradesh Administration. Post permanent. Other 
things being equal scheduled castc-3/ tribes candidate 
preferred, Pay — Rs. 600 — 40 — 1,000—1,000 — 1,050 — 1.050 — 
1,100 — 1,100 — 1,150. (Subject to revision in the light of Pay 
Commission’s recommendations). Higher initial pay to 
specially qualified and experienced candidate. Age — 
Below 35 years. Qualifications — Essential — (i) Master’s 
degree in Agriculture of recognised University. OR As - 
sociateship of I.A.R.I. with specialisation in Horticulture, 
(ii) About seven years’ experience in Horticultural Re- 
search and Development work with special reference to 
temperate fruits. 

20. One Director of Training in the Directorate General 
of Employment and Training, Ministry of Labour and Em- 
ployment. Post permanent. Pay— Rs. 1,800 — 100—2,000. 
Higher initial pay to specially qualified and experienced 
candidate. Age — Preferably between 40 and 50 years. 
Qualifications — Essential — (i) Degree in Mechanical En- 
gineering of recognised University or equivalent, (ii) 
About ten years’ experience as a Mechanical Engineer in 
tho Industry (Government or in the public or private 
sector, (iii) Working knowledge of a number of Engineer- 
ing Trades, (iv) Association with apprenticeship or other 
similar training programmes preferably of workmen, (v) 
Some administrative experience. 

21. One Consultant ( Tidal Hydraulics) in the Ministry 
of Irrigation and Power. Post temporary but likely to 
continue. Pay — Rs. 1,300 —60 — 1,600 — 100 — 1,800. Higher 
initial pay to specially qualified and experienced candi- 
date. Age — Preferably below 50 years. Qualifications — 
Essential — (i) First class degree in Civil Engineering of 
recognised University or equivalent, (ii) Training in 
research on river behaviour and estuarine hydraulics, (iii) 
About five years in the grade of Executive Engineer or 
equivalent posts and about three years on research and 
investigations of tidal hydraulics problems. 


22. One Senior Pilot (Aerial Unit), Directorate of Plant 
Protection, Quarantine and Storage , Ministry of Food and 
Agriculture. Post temporary but likely to continue. Post 
reserved for Scheduled castes/ tribes candidate if such 
suitable candidate is available, otherwise treated un- 
reserved. Pay — Rs. 1,250 — 60 — 1,550. Higher initial pay to 
specially qualified and experienced candidate. Age — Be- 
low 35 years. Qualifications — Essential— ( i) Current ‘B’ 
Licence (ii) Total flying experience of 2500 hours. 

INDIAN NAVY EXAMINATION , JULY 1961 

The Union Public Service Commission will hold an 
examination at Allahabad, Bangalore, Bhopal, Bombay, 
Calcutta. Cuttack, Delhi, Hyderabad, Madras, Patiala, 
Shillong. Srinagar and Trivandrum commencing on 11th 
July 1961, for selection of Special Entry Cadets for the 
Indian Navy. AGE LIMITS — Candidates must have been 
born not earlier than 2nd Julv 1942, and not later than 
1st Julv 1944. THESE AGE LIMITS CAN IN NO CASE 
BE RELAXED. QUALIFICATIONS — Intermediate or 
equivalent. Applications from candidates who have 
appeared or intend to appear at Intermediate or equivalent 
examination acceptable provisionally. Application forms 
and full particulars obtainable from Secretary, Union 
Public Service Commission, Dholpur House, D.IT.Q., P.O. 
New Delhi-11, by remitting Re. 1.00 by money order or 
on cash payment at the counter. Candidates must clearly 
state on money order coupons “INDIAN NAVY EXAMI- 
NATION, JULY 1961” and also give their name and full 
postal address in block letters. Postal orders or cheques 
or currency notes will not be accepted in lieu of money 
orders. Application forms and connected paper are also 
oblainable free from the nearest Naval Office, ONLY 
UNMARRIED MALE CANDIDATES CAN APPLY FOR 
ADMISSION TO THIS EXAMINATION. Completed appli- 
cations must reach Union Public Service Commission by 
27th March 1961, (10th April 1961, in the case of candidates 
residing abroad or in Andaman and Nicobar Islands). 

H. K. TANDON 
Secretary 

Union Public Service Commission 
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